THE WEATHER 


Fair and mild today and to- 


night, low 45-50. Friday partly 
cloudy and mild. Temp: High 78; 
low 45. Sun rises 7:33; seta 6:37. WARREN TIMES-MIRROR 


THE ONLY PAPER IN MANY HOMES — THE ONE PAPER IN MOST HOMES 
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New York City Is Girding 
For Coast Storm Bringing 
Stiff Winds and High Tides 


•I 
% 


Baltimore (JP)—AJI Atlantic coastal storm dumped three Inches 


of rain on Maryland's eastern seaboard today. 


Winds averaged 30 to 40 m.p.h. near its center off the Maryland 


coast, with stronger gusts. Speed has bean changed from 12 to 15 
m.p.h. but the Weather Bureau reported at mid-morning that the 
storm was showing signs of speeding up. 


Relatively high temperatures came with the blow, which originated 


last week south" of Cuba. It was 
in the 70s throughout 
most of 


Maryland.. 


New York City was girding it- 


self for a northeaster later today, 
with winds up to 30 m.p.h. and 
high tides. The storm's center is 
due 100 miles east of Montauk 


ft 
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^ Point, the eastern tip of Long Is- 
KV I WA llAfTArX land- ^ortly before midnight. 
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Tides along the coast in the 


area of the storm were one to two 
feet above normal 
with 
some 


minor flooding at the time of nor- 


Hoxsey Clinic 
ClaimsRefuted 


Two Doctors 


Pittsburgh (JP) •— Two doctors 


testified today there was no evi- 
dence of cancer in an Erie youth 
who State Senator John J. Halus- 
ka once claimed, in a Senate 
speech, was cured by the Hoxsey 
treatment. 
, Drs. Ernest L. Armstrong, of 
Erie, and John A. Faust, formerly 
of Erie and now in the Army, said 
Richard 
Metzger 
had 
nothing 


more serious than inflammation of 
the lymph glands. 


The two doctors testified at a 


federal civil trail being held to de- 
termine if the government has the 
right to destroy nearly a half mil-" 
lion pills siezed in a March 25, 
1955, raid on the Hoxsey Cancer 
Clinic in Portage, Pa. 


Haluska, administrator of the 


Portage Clinic, said Metzger was 
cured of cancer after he took the 
treatment at the Hoxsey Clinic in 
Dallas, Tex. 


Prior to the testimony by the 


two doctors, Assistant U. S. Atty.' 
John DeMay read a report by the 
late Dr. William Wallace, a path- 
ologist of an Erie Hospital. Dr. 
Wallace, in the report said he be- 
lieved Metzger was suffering from 
a form of cancer. 


Drs. Armstrong and Faust said 


they examined Metzger "aftefthe 
report was written. 


Yesterday a New York medical 


' scientist said potassium iodide, an 
alleged ingredient of the Hoxsey 
pills, stimulates th« growth of 
cancer. 


mal high tides. Tides and rough 
seas are expected to 
gradually 


subside south of 
the 
Virginia 


Capes today. 


The advisory said the storm will 


continue its 12-15 m.p.h. northeast 
movement for 12 hours and then 
turn more to the east with mod- 
erate acceleration thereafter. It is 
expected to reach a position, near 
Nantucket, R. I., by Friday morn- 
ing. 


As the 
storm 
moves north, 


heavy rain is expected to spread 
northeastward to southern 
New 


England-today and continue to ex- 
tend about 150 miles inland from 
the coast. After the storm center 
passes, the rain will Become light. 


Engineers Planning 
Mew Water Source 
For Farm Colony 


A unique system whereby free 


wate'r was exchanged for a pipe- 
line right-of-way Is expected to 
come to ~an end near Christmas 
time for eight to ten homes just 
north of "high board fence" on the 
old road leading north. 


State engineers arrived at War- 


ren State Hospital this morning 
to see about drilling wells to sup- 
ply water for the Farm Colony. 
At the present time water is sup- 
plied to the Colony by a water 
main, laid along the old road and 
pumped from the State Hospital. 
About 40 years ago, when the wa- 
ter main wag laid, property own- 
ers were given the privilege of 
tapping the line in exchange for 
rights of way. 


After nearly half a century the 


pipeline is no longer adequate to 
serve completely the needs at 
Farm Colony and state engineers 
have 
decided it would be more 


feasible to put in an independent 
system of wells and pumps rather 
than attempt to improve the old 
main. Letters giving warning to 
householders who have been tap- 
ping free water that the service 
would be discontinued were sent 
out Tuesday. 


Ice Skating Planned on 


State Hospital Court 


A north. Warren ice skating 


area on the three State Hospi- 
tal blacktop tennis courts U 
being prepared for this win- 
ter, according to Dr. Robert 
H, Israel, hospital 
superin- 


tendent. 


The three courts, which are 


currently, being enlarged and 
resurfaced, should be ready 
for flooding by the time cold 
weather arrives. Dr. Israel 
stated that eventual plans call 
for lights' for night skating 
and tennis. 


Nixon Party Bucks 
tormy Weather In 
New England Visit 


BULLETINS! 
Kenosha, WiB. (JP)—At least 17 


workmen in the testing depart- 
ment. " of "the American Motors 
plant were burned today in an ex- 
plosion that occurred in tunnels 
(carrying natural gas and" power 
lines. • 


New York (JP)~— Adlai Steven- 


illxdeliver^a-iRajor campaign 


address' Tuesday night at a Madi 
son Square- Garden rally, State 
Democratic Chairman Michael H 
Prendergast announced today. 


Pittsburgh (JP)—The 
Pennsyl- 


vania Supreme Court has stayed 
sentences against seven newspa- 
permen convicted of contempt of 
court for violating a ban on news 
photography in the Westmoreland 
County Courthouse. 


Moscow (IP) — A declaration 


ending the 11-year state of war 
between the Soviet Union and 
Japan probably will be signed in 
the Kremlin tomorrow night. 


Montgomery, Ala. 
(&)—Chief 


State Examiner Ralph Eagerton 
said today he will issue a subpo- 
ena for Gov. James E. Folsom's 
spending records and go into court 
if the chief executive refuses 
to 


turn them over. 


-Auckland, New Zealand 
(IP)— 


A white-out blizzard, one of the 
antarctic's worst features, held up 
today the third flight of U. S. 
Navy planes to McMurdo Sound 
for this year's 
Operation Deep- 


.freeze. 
' 


Strasbough, 
France 
(JP)—A 


committee of the Council of Eu- 
rope urged the West today to put 
on a political offensive to liberate 
Eastern Europe from Communist 
rule. 


Chicago (IP)—An agreement for 


a three-year contract 
providing 


substantial pay increases for more 
than 3. million railroad 
workers 


was reported imminent today be- 
tween the country's carriers and 
a score of unions. 


Providence, R. I. 
(IP)—Vice 


President Nixon bucked stormy 
weather today to campaign across 
southern New England against 
what he called "Trumanism with 
a Stevenson label." 


Nixon again set a frankly par- 


tisan course after a nationally 
televised appearance last night at 
Cornell 
University. 
This 
was 


avowedly not part of his cam- 
paign, but nevertheless he stirred 
up controversy. 


Although the university 
dis- 


claimed any intention of endorsing 
a party or "a. candidate by arrang- 
ing a collegiate editors' press con- 
ference for Nixon, Democrats said 
it had gotten into politics. 


Cornell invited Democratic can- 


didates to speak later. 


In a talk prepared for whistle- 


stops today, Nixon said Demo- 
cratic candidate Adlai Stevenson 
is "morbidly preoccupied with the 
economic ills, troubles and disas- 
ters, which he apparently thinks 
lurks behind every bush in the 
American scene." 


"We cannot afford to entrust 


our future to a man who exhibits 
so little faith in the very things 
which made America great—the 
dynamism and initiative of the in- 
dividual,'', he- said. - - 


Nixon appeared before 40 stu 


dent editors at Cornell In a pro 
gram which it was announced was 
televised nationally at the expense 
of the Republican National Com 
mittee. 


Nobel Prizes for Doctors Who 
Charted New Heart Discoveries 


By GUSTAV SVENSSON 


Stockholm, Sweden 
(JP)—Two 


Americans and a German were 
awarded the 1956 Nobel prize in 
medicine jointly today for evolv- 
ing a simple method of charting 
the interior of the human heart. 


The winners are Drs. Andre F. 


Cournand, 61, and Dickinson W. 
Richards Jr., 60, both of Colum- 
bia University in New York; and 


I Werner Forssmann, 52, 
of 
Bad 


Kreuznach, West Germany. 


The Caroline Institute -of Medi- 


cine and Physiology, which makes 
the awards under the will of the 


. late inventor of dynamite, Alfrer 


Nobel, said in its citation the prize 
was given in recognition of "the 
introduction of heart catheteriza- 
,tion and discoveries made there- 
•W." 


For their 
contribution to the 


fight against, heart disease, 
the 


three scientists will divide Nobel 
prize money totaling $38,633. 


The awards will be presented 


here Dec. 10 along with the liter- 
ary prize to be announced Oct. 25; 
and those for physics and chem- 
istry, which will be announced at 
the end of the month. 


The three doctors are credited 


with having opened a new area in 
cardiology by shedding more light 
on virtually all heart ailments. 


The story of the 
47th 
Nobel 


award in medicine and physiology 
dates back to a 1929 experiment 
by Forssmann, then a Berlin urol- 
ogist curious about' the functions 
of the heart. 


Strikes Are 
Reported in 
East Germany 


Berlin (JP)—Labor unrest has 


erupted into slowdown strikes in 
iiree Communist East German 
cities, a West Berlin newspaper 
reported today. 


The independent paper Der Tag 


said 2,000 Red police had been 
rushed from East Berlin to the 
scity 
of 
Magdeburg, reported 


center of the strikes. 


Official sources in West Berlin 


said so far they had not received 
confirmation of Der Tag's report. 
But the official Communist trade 
union paper Tribuene admitted 
two days ago that workers in four 
big Magdeburg plants had shown 
'dissatisfaction" 
with 
excessive 


work and poor pay. 


The Red organ said the com- 


plaints were justified and warned 
local union officials to take care 
that in the future "the interests 
of the workers are not violated." 


Der Tag said the slowdowns 


have spread to sections of fac- 
tories in two other cities—Erfurt 
and JKarl-Marx Stadt. - 


Almost the same circumstances 


touched off the bloody Bast Ger- 
man workers' rebellion of June 
17, 1953. This uprising—which be- 
gan in East Berlin and spread 
like wildfire to other East German 
cities—finally was put down with 
the aid of Soviet tanks and sol- 
diers. 


The East German press made 


no mention today of the strikes. 


Der Tag noted the Tribuene re- 


port and claimed unrest was much 
greater than the Communists ad- 
mitted. 


According to the West Berlin 


paper: 


The Madeburg strike has af- 


fected the big electrical plant that 
is almost exclusively concerned 
with export orders for the Soviet 
bloc. 


Ike Pledges To Work for School 
Program; Adlai Shifting Tactics 


STILL PRETTY LOW! 


GOAL 
$66,500 
65,000 
60,000 
55,000 
50,000 
45,000 
40,000 
35,000 
30,000 
25,000 
20,000 
10,000 


5,000 


L 
' 


Highway Administrator 


Predicts JrigMJuture 


Warren't, Red Feather Com- 
munity Chest campaign for 
$66,500 reached 25% of goal at 
press time today. This report 
reflects mostly the returns in 
from, the Industrial Division 
and Special Gifts.' Daily pro- 
gress is also being recorded on 
the big Red Feather thermo- 
meter at the corner of the 
Warren Bank & Trust Bldg. 


Stevenson Campaigns in Ohio: 
President Speaks in Tacoma 


• • * • 


By MARVIN L. ARROWSMITH 


Tacoma, Wash. (IP)—President 


Eisenhower pledged today to work 
for a school - building program 
geared to "this atomic age". He 
did so after accusing Adlai Steven- 
son of telling the American people 
"political fables" in the cam- 
paign. 


In a speech prepared for deli- 


very at a Citizens for Eisenhower 
rally at the College of Puget 
Sound, the President 
said he 


would not go into reasons why 
there was no action on his five- 
year school program at the last 
session of the Democratic - con- 
trolled 84th Congress. 
But he 


promised: 


"I shall again call upon the 


Pittsburgh (JP)—Betram D. Tal- 


lamy, 
President 
Eisenhower's 


choice to head the new federal 
highway program, -predicts 
the 


program will enhance 
economic 


progress in the' nation. 


Move Launchec 
To Secure Jobless 
Pay For Strikers 


Harrisburg1 (JP) — Atty. Gen 


Herbert B. Cohen disclosed todaj 
the State Supreme Court has been 
asked to reverse itself on a de 
cision barring jobless benefit pay 
ments until the appeal process i 
exhausted. 


It was a new move by the Lead- 


er administration to seek the pay- 
ment of' unemployment compensa- 
tion to nearly 23,000 Westinghouse 
workers under a ruling they were 
locked out during a work stoppage 
last winter. 


The 
Supreme 
Court handed 


down a unanimous 
decision in 


Pittsburgh Oct. 1 declaring uncon- 
stitutional the 
system whereby 


benefits began after two affirma- 
tive rulings at any level in the ap- 
peal process. 


Under the old system, the West- 


inghouse strikers would now be 
starting to receive checks for the 
1955-56 stoppage since the Bureau 
of Employment Security was up- 
held by Libro G. Taglianetti, un- 
employment compensation referee. 


The high court upheld the Dau- 


phin County court in attacking 
this system. 


Cohen took issue to this posi- 


tion. 


Joplin, Mo. (IP)—Senator Estes 


Kefauver said today "the Eisen- 
hower price support plan for big 
banking interests" costs the gov- 
ernment more in one year than 
farm price supports cost in 20 


'It (the highway program) will years of Democratic administra- 


lead to an unbelieveable expansion 
of industry and commerce," Tal- 
lamy told a news conference yes- 
terday. 


Tallamy now Is chairman of the 


New York State Thruway Au- 
thority. His appointment as Fed- 
eral Highway Administrator will 
be sent to the Senate for approval 
in January. 


Tallamy said some communi- 


ties bypassed by new roads prob- 
ably would suffer economically at 
first, but he added: 


"In a short time new traffic. In- 


duced traffic, takes over and busi- 
ness is back on the highway as 
usual." 


Kefauver Touring 
Drought Stricken 
Midwest States 


ONE BIDE TOO MANY 


Pittsburgh (JP) — Mrs. Virginia 


Massey, 46, of nearby Verona, 
who enjoyed riding with her son on 
a motorcycle, is in St. Francis 
General Hospital today with in- 
juries suffered in a collision of the 
motorcycle and an auto. Her son, 
Arthur, 22, is in the same hospital. 


QUICKIES 
By Ken Reynolds 


Longshoremen Union " 


Scores Victory in Vote 


New York (JP)—The Interna- 


tional Longshoremen's Assn., 64- 
year-old orphan of organized la- 
bor, has scored a ballot box vic- 
tory to retain its right to repre- 
sent the 22,000 waterfront workers 
in the Port of New York. 


The National Labor Relations 


Board announced today that long- 
shoremen and other dock workers 
had voted 11,827 to 7,428 In favor 
of the ILA against the AFL-CIO 
International B r o t h e r hood of 
Longshoremen (IBL). 


This is the third time In three 


years that the ILA has beaten 
challenges by the IBL, set up by 
the AFL as a rival after the AFL 
ousted the ILA on charges of fail- 
ing to rid Itself of racket and 
crime elements. That was before 
the merger of the AFL and CIO. 


"... I'm just exercising the bird 
dog I bought in the Times-Mirror 


{Want Adsl" 


Physicians Report New 


Liver Disease Treatment 


New York 
(IP)—A new com- 


bination 
treatment 
promises 


speedy recovery from, infectious 
hepatitis, a stubborn liver disease, 
two physicians reported today. 


Combination of 
the 
hormone 


cortisone and an antibiotic cleared 
up the jaundice-producing disease 
within a week or two in 12 pa- 
tients treated so far, Dr. Max Ja- 
cobson and Dr. Charles Ressler of 
New York City write in the New 
York State Journal of Medicine. 


Recovery from hepatitis usually 


takes many months, with strict 
bed rest for weeks. 


While only 12 persons have been 


treated with the new technique, 
none have had a relapse. The first 
was treated five years ago. 


tion. 


Criss-crossing drought plagued 


western Missouri and Kansas in a 
bid for the farm vote, the Demo- 
cratic vice presidential candidate 
whacked away at Eisenhower ad- 
ministration farm policies. 


He came here from Springfield, 


where he wag accorded a roaring 
reception last night by a partisan 
audience filling all 4,000 seats in 
the Shrine Auditorium. 


It was one of the most Impres- 


sive demonstrations thus far given 
Kefauver. 


Springfield observers said It was 


on a par with that tendered Vice 
President Nixon there three weeks 
ago. They described it as the big- 
gest Democratic turnout in this 
normally Republican district in 
many years. 


From Joplin, Kefauver heads for 


Topeka and Garden City, Kan. 


With Stevenson In Ohio 
(JP)— 


Adlai E. Stevenson attacked the 
Eisenhower administration today 
s.3 a "single interest government" 
he said must be ousted by "elec- 
tion of the Democratic party." 


The 
Democratic presidential 


nominee thus wrapped up a new 
attack on President Eisenhower in 
the same package with his own 
obvious shift in campaign tactics 
toward a party—rather than a 
personal—appeal for votes. 


Stevenson aaid in a speech pre- 


pared for a late afternoon rally in 
Akron, Ohio,- Eisenhower has a 
"Cadillac Cabinet" that 
"fears 


nothing as much as change." 


This fresh attack on what he 


called the "creeping complacency" 


Congress to act at the beginning Of the Republicans fitted in deeply 
of the next session. I shall sup- 
port this request with all the force 
at my command." 


The House last July 5 killed a 


bill that would have authorized 
$1,600,000,000 in federal aid to the 
states so after adopting an amend- 
ment that would have denied 
money to areas which did not 
comply with the Supreme Court's 
decision outlawing segregation of 
Negro and white pupils. 


The President, in the third day 


of a West Coast vote-seeking tour, 
spoke here after spending the 
night in suburban Tacoma. 


It was in an address last night 


in nearby Seattle that he charged 
that Stevenson, the Democratic 
presidential nominee, has been 
telling the voters "political fables" 
instead of dealing with "the world 
of reality." 


Wildly cheered by his audience 


there, Eisenhower,,blasted. harder' 
than ,ever . at his ' opponent/' ''He* 
stood' by his policy of avoiding 
mention of Stevenson by name, 
but there was no doubt about the 
target. 


The beaming. President, speak- 


ing over a statewide television and 
radio 
network, 
had 
difficulty 


quieting his Seattle audience so 
he could start his speech. He re- 
ceived a tremendous ovation and 
smiled broadly as tha 
crowd 


chanted "We want Ike". 


The chief executive arranged to 


fly OTI to Oregon for a major na- 
tionwide address tonight 
from 


Portland's Civic Auditorium. 


Time 10:30 p. m., EST. 


REPORTER DIES 


Washington (JP)—Funeral serv- 


ices will be held here tomorrow 
for 
Chester Potter, 57-year-old- 


veteran reporter for the Pitts- 
burgh Press. Potter, who died 
yesterday 
of cancer, came to 


Washington for the*Press in 1951. 


Medical Authority Says 


Smoking Causes Cancer 


Providence, R. I. (JP) — More 


than 100 Rhode Island physicians 
and surgeons watched a closed 
circuit 
television 
program last 


night in which a medical author- 
ity described long-term smoking 
as a major cause of lung cancer. 


A reporter with them said the 


doctors sat in a smoke-filled hotel 
room with most of the doctors 
puffing on cigarettes while watch- 
ing the program. 


In the program originating from 


Boston, Dr. Henry L. Bockus, of 
the University of Pennsylavina, 
said the reason for more lung can- 
cer among males is that men have 
been smoking longer than women. 


with Stevenson's new tactics— 
which developed In a whistle-stop 
swing through Michigan yesterday 
—to submerge his own presiden- 
tial aspirations under a strong ap- 
peal for Democratic party votes 
that might carry him on the coat- 
tails of well-liked local candidates 
to victory In doubtful states. 


Significantly, Stevenson told an 


audienco which did not fill a 6,- 
200-seat auditorium: 


"I submit to you that the timed 


call for the election of the Demo- 
cratic party." 


Earlier he had told a small 


train-side audience in Saginaw, 
Mich., that perhaps no president In 
history had enjoyed the popular- 
ity he said Eisenhower had held in 
four years. 


Then, in the manner of former 


President Harry S. Truman's now 
traditional Democratic "give 'em 
.heir'^tactics-of ,, 1948, Stevenson 
"cut loose 'in Flint with a' slashing 
attack on Vice President Nixon 
and former Governor Thomas E. 
Dewey of New York. 


Dewey drew about 1,500 more 


persons in the same hall the pre- 
vious night with an attack on Ste- 
venson's proposal to move toward 
the 
ending of hydrogen bomb 


tests. 


FOUR DEAD IN 
COLLISION ON 
COAST LINE 


Pineola, Fla. (JP)—Two 
Atlan- 


tic Coast Line freight train! raced 
down a straightaway stretch into- 
a head-on collision today, killing 
4 out of 10 crewmen aboard «jid 
injuring 4 others. 


Cars immediately behind 
twoi 


diesel engines piled up and broka 
into flames after the crash, trap- 
ping two of the men inside. Their 
bodies were recovered later. 


Cause of the 6 a. m. collision on 


the ACL's main line near the 
Pineola depot was not determined 
Immediately. 


ACL officials began an Investi- 


gation to determine the cause. 


The dead men were Identified «.« 


D. T. Martin, engineer from ,High 
Springs, Fla.; E. W. Vaughn, fire- 
man from 
High Springs; J. L. 


Phillips, brakeman 
from 
Lako- 


land, Fla.; and W. E. Snyder, 
brakeman from Lakeland. 


Martin, Vaughn 
and 
Phillips 


were members of the crew on the 
southbound freight. Snyder was on 
the northbound freight. Martin is 
the Democratic nominee for coun- 
ty 
commissioner from Alachua 


County. 


Neighbor Assists 
In Dramatic Rescue 
Of Mother and Tots 


Pt. Marion (JP)—A neighbor as- 


sisted in the dramatic rescue of a 
mother and her four children from 
their blazing home yesterday, then 
stood by helplessly as his own 
house went up In flames. 


Kenneth Newman and his wife 


were awakened by the screams of 
Mrs. Warren Rice. He raced to the 
Rice home and caught 3-year-old 
Ronnie Rice as his mother dropped 
him from a second floor window. 


Linda, 9; Warren Jr. 7; and Ir- 


ving Rive, 6, then leaped from the 
window one by one. Mrs. Rice was 
the last to leave and she suffered 
minor burns. None of the children 
was hurt. 


The flames spread quickly, de- 


stroying the Newman home and 
another dwelling owned by Mrs. 
Retha Zellers. 


Red Feather Drive 
Thermometer Is 
Erected at Bank 


More than 200 women In War- 


ren and North Warren are busy 
completing their house to housa 
solicitation for the 1956 Commun- 
ity Chest Red Feather Campaign 
and will make their report next 
Monday night at 
7:30 in 
tha 


YWCA. This morning tha 
large 


Red Feather 
Thermometer was 


erected at the corner of the War- 
ren Bank and Trust Company and. 
at press time showed 25% of tha 
$66,500 goal has 
been 
reached. 


Most of the returns In so far, how- 
ever, have come from tha Indus- 
trial plants. 


The following are working in ths 


residential drive in North Warren: 
Mrs. Edward 
Betts, 
Chairman, 


Mrs. Lloydy Brewster, Mrs. Loyal 
Briggs, Mrs. Harold Seymour, Mrs. 
Howard Lincoln, Mrs. Edward 
Amann, Mrs. Robert 
Reynolds. 


Mrs. Robert Stewart, Mrs. 
John 


Lundberg, Mrs. Paul Ballard, Mrs. 
Leo Hummerich, Mrs. Guy Gri- 
maldi, Mrs. Irvin Stenberg, Mrs. 
Stewart Whitesell, Mrs. Clayton 
Kohler, Mrs. Milton Peterson, Mrs. 
Russell Hartley, Mrs. Richard Cor- 
coran, and Mrs. William Lombard, 
Venturetown workers are 
Mrs. 


Stanley Lawson and Mrs. Elmer 
Lindquist. 


In the first ward of Warren bor- 


ough there are two teams work- 
ing. Miss Mary Craft is Chairman 
of Team 1-1 with these helpers: 
Mrs. A. M. Michell; Mrs. T. L. 
Armstrong, Miss Ann Defrees, 
Mrs. 
Carl Harrison, 
Mrs. Ralph 


Gay, Miss Katherine M. Lott, Mrs. 
N. B. Matthews, Mrs. Laurence R. 
Grene, and Mrs. Nicholas Mangus. 


Team 1-2 is headed by Mrs. Al- 


bert Eberly with these workers: 
Mrs. Creed Erickson, Mrs. Cecil 
Henderson, Mrs. Ira Brown, Mrs. 
E. R. Samuelson, Mrs. Albert Eb- 
erly, Mrs. Harry Rosequist, Mrs. 
Paul Fago, Mrs. Howard Grotzin- 
ger, and Mrs. Anthony Guiffre, Jr, 


(Timesphoto by Saylor) 


"TO MARKET, TO MARKET TO BUY A FAT" . . .piece of fudge at this road weary 
display case on First Presbyterian Church lawn today during the Farmers' Market. 
On the near side of the wagon are Mrs. James Kannen, at left, and Mrs. Follmer 
Yerg. In background, from left, are Mrs. Fred Emhardt, Mrs. J. H. Defrees, Mrs. Helen 
Potter, Mrs. Ruth McNulty, Mrs. Viola Me Laughlin and Mrs. Sadie Robinson. 


Water Rescue Squad To 


Help Firemen's Project 


Members of Warren Bor- 


ough Fire Department receiv- 
ed the promise of a helping 
hand today in their annual 
project of repairing and re- 
painting toys for distribution 
to needy children at Christ- 
mas-time. 


It Is learned from William 


Yeageri Jr., that members of 
the Civil Defense Rescue Di- 
vision will give an assist by 
collecting toys to be repaired 
and delivering them 
after- 


ward to the room where they 
are stored until distributed by 
Klwanis Club members. 


Persons having toys In re~ 


pairable condition are asked 
to call the Central Fire Sta- - 
tlon, 602, giving a description 
of the toy or toys, their name* 
and addresses. The rescna 
squadders will then tak*j over • 
and make the pickups. „ 
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NO FUSS... NO FUMBLE for you to serve or save delicious slices 
of Sunbeam in the new No-Fuss Wrapper. It stays so neat... so 
easy to use, from the first slice to the last. 


IT'S NEW AND SO CONVENIENT! Now the printed band is 
sealed to the cellophane in Stroehmann'a. Even the chil- 
dren can manage alone without rumpling: the wrapper. 


EASY IN, EASY OUT slices help prevent wrapper rips 
and tears. That's why Sunbeam in the NO-FUSS 
WRAPPER stays fresher longer than ever now. 


NO FUSS! 


NO FUMBLE! 
copr. Quality BaXers of Amerca Ccoperati.s, lie . n.f C 


Joe Goes Banana 
Berserk With His 
Weekending Sale 


Big Joe, now minus monkey, is 


pulling out all the stops for the 
biggest, fruitiest, most vegetarian 
sale of the season this weekend. 


Beginning Friday, Joe announc- 


es he is selling by the beet, by the 
box, by the buchel or buy the 
stand in order to close out his sup- 
ply of the tastiest fruits this side 
of Libcrace. 


Love apples for the lovely and 


onions for the stinkers will be 
among the" merchandising miracles 
which Joe is peddling on the gala 
Friday, 
Saturday 
and Sunday 


giveaway. 


"If it doesn't sell it will be giv- 


en," Joe intoned, and added the 
bargains will be by the bushel of 
apples, pears, peaciies, tomatoes, 
plums, potatoes, onions, turnips, 
parsnips and horsewhips. 


Joe is also unloading the auto- 


mobiles at his famous stand which 
puts Venturetown on the face of 
the map of tile earth. And favors 
for the kids, young and old, will be 
handed down with the aplomb 
known only to a. bananaman's 
bankroll. 


Warren Instructor Is on 


Staff of Butler School 


David W. Woodruff, son of Mr. 


and Mrs. J. W. Woodruff of 20 
Water street, has started nig stu- 
dent teaching at Butler Senior 
High School, Instructing 10th and 
llth graders in geography and 
history. 


Mr. Woodruff will receive his 


bachelor of science degree in edu- 
cation from Indiana State Teach- 
ers College in June, 1957, and will 


certified to teach geography 


and social studies on the second- 
ary school level. 


In addition to his teaching du- 


ties at Butler, he is a faculty spon- 
sor of the Geography Club. 


During his college career, Dave 


las been an active member of 
Kappa Delta Rho, social frater- 
uty; Social Studies Society; titer- 
Fraternity Council; International 
Relations Club; Student Christian 
Association; 
Men's 
Dormitory 


ouncil; Brskine Club; and the In- 


ternational Conference on Govern- 
ment. 


In addition, he has been active 


in intra-mural football, basketball, 
softball, and trapk. 


T06MLS 


WITHIUTMER? 


SEft TUI-ICt Tit- 


STARTS With 


MIDNITE 


SHOW SAT. 


STARTS With 


MIDNITE 


SHOW SAT. 


ONLY SLIGHT ADVANCE 


Little more about inflammation 


of the tissues is known today than 
when Celsug wrote, in "34 A. D., 
that tha four cardinal signs are 
redness, swelling, heat and pam, 


according to 
Britannica. 


th» 
Encyclopedia 


Foreign students from 132 dif- 


ferent nations arc studying in U. 
S. colleges and universities. 


^S JBBI^ J^^BI ^ 
^^t Sftsfe ^5 ES^?'' 
^BBc ^^fc^B ^BP^ ^BB^F 


10 te 2 


Panes Musie Styled by 
Tht Kn©bfey Tri© 


Friday, Saturday and Sunday 


CHICKEN DINNER — SI. 00 


Members and Guests 


Times Topics 


TRACTOR FATALITY 


A tractor upset on a farm near 


Cambridge 
Springs, 
Thursday, 


killing the operator Mrs. Louis 
Sekel Jr., 48. She was helping her 
husband with harvesting 


ONE EMERGENCY 


Leonard Weiderhoeft, 811 Cool- 


idge street, New Cumberland, Pa, 
was treated yesterday at Warren 
General Hospital for a scalp lacer- 
ation. 


AR1 Y©U 


Now that indoor life has begun ar.d your home is 
on your mind— 


ABB YOU ASKING YOURSELF: "Where 
will I find my rugs, carpets and linoleum, 
in the style and quality I -,vantr at the price 
I care to spend . . . ?" 


IF THAT'S YOUR QUESTION—and you 
want to put more life and comfort hi your 
home— 


HERE'S YOUR ANSWER: Your most 
modern rugs, carpets and linoleum are 
here in Warren — in the ALEXANDER, 
RASHID CO. center - o f-town WARE- 
HOUSE STORE of floor-coverings. There's 
where you can get them at minimum Ware- 
house Store Prices. 


Take your room measurement •".-ith you, 


Ar.d remember where to go: — Alexander Bashld 
Co. Center-of-Town Warehouse Store — 318 Penn- 
sylvania Ave., W. 


of combat training and will then 
toe transferred to 29 Palms, Cali- 
fornia, 


CONTEST DEADLISTS 


High scnool girls are reminded 


tomorrow is the final day for reg- 
istering for the "Betty Crocker 
Search for the Homemaker of To- 
morrow", a contest open to all 
senior girls. The local winner will 
be determined by an examination 
given on December 4. In addition 
to mdmdual school awards, state 
and national 
winners 
receive 


scholarships ranging from $500 to 
$5,000 from the sponsors. General 
Mills. 


At the Hospital 


Admitted Wednesday 


Rebecca Saunders, Sugar Grove 
Allan Swanson, KD1, Russell 
Mrs. Isabella Richards, RD1, 


Warren 


Mrs. -Jennie McCain, 204 E Fifth 
Mrs. Kathleen Hudson, N. War- 


ren 
' 


Russell Mclntyre, Youngsvill« 
Mrs. Irene Gross, 310 Fourth 
Mrs. Ruth Benson, Ludlow 
Charles Lavery, 121 E Wayne 
Sandra Lee Johnson, RD2, War- 


ren 


Mrs. ilary B. Lytle, Kinsua 
Mrs. Inez McCarthy, 1303 Penn. 


Ave., East. 


Discharged Wednesday 


Mrs. Evelyn Lemmon and baby 


girl, Russell 


Mrs. Marjorie Knoll and baby 


girl, RD1, Pittsficld 


Mrs. Joan Weaver and baby girl, 


117 Prospect 


John Koepp, City 
Mrs. Selma Whipple, 21 S. South 
Donald R. McGuire, 13 Madison 
Mrs. Dorothy D. Wick, North 


Warren 


Mrs. Elis. Dufresne, RD1, Akeley 
Joseph Fill, RD2, Pittsfield 
Mrs. Patricia A. Wegner, Shef- 


field 


William S Miller, Kane 
Kenneth Knight, Clarendon 
Frances Johnson, 104 Canton 
Mrs. Lois Chittester, RD1, Clar- 


endon 


POLITICAL ADVERTISING 


TONITE 


See • He«r 


JOE 


CLARK 


The U. S. Steel Corp., was the 


largest private coal producer In 
the nation in 1955. 


rout NEXT 


a. S. SENATOR 


CHANNEL 6 \IJ I A f* TV 


6:30 P. M. W JAW-IV 


OEMOOMT/C STATE COJMAUT7K 


JOSEPH M. BARK, 
GENEV.EVE N.ATT. 


Tonight 


SEE and 
HEAR 


LAST TIMES TODAY 


"HILDA CKANE" or 3:20 - 6:19 - 9:20 • "MASSACRE" at 4:59 - 9:00 


HERE 


FRI. & SAT. 


HERE 


FRB. & SAT. 


CINEMASCOPE • TECHNICOLOR 


AUDIE MUEPHY 
ANNE BANCROFT • PAT 


Senator James H. 


DUFF 


WJAC-TV 7:45 
Johnstown, Channel 8 
rM 


REPUBLICAN STATE COMMITTEE 


•Ar 
Gsorga I. Bloom, Chairman * 


. • A UNIOSAMISpNATIONH PICTURE 


THl^L FEATURE AT 3:29 - 6:21 - 9:25 


— CO-FEATURE — 


TH!S 
FEATURE AT 3:25 - 6:20 - 9:25 


GOODWILL PICKUP 


Next Monday, October 22, is 


Goodwill Industries Pickup Day 
again, with collections to be made 
in Warren and North Warren only. 
Persons having used clothing or 
other articles they wish to con- 
tribute may do so by telephoning 
3021 and requesting that a truck 
call on Monday. 


Dyed Squirrel SCARFS 


5 SKINS 


S4S 
Fed> T<n >nc1' 


WARREN FURS 
A CONEWANGO AVE. 


PAPEK COLLECTION 


Announcement is made that Ex- 


plorer Post No. 1, of Trinity Mem- 
orial Episcopal church, will stage 
a paper pick-up Saturday morn- 
ing. Persons having bundles of pa- 
pers, magazines, etc., are request- 
ed to telephone either 3683 or Boy 
Scout Headquarters, 244, before 
Saturday morning. Tracks will 
visit all places that are listed foj- 
collection. 


BROADCAST TOTVFJLTNG 


Radio Station WTTV has made 


arrangements to broadcast the un- 
veiling ceremony of the 
Colonel 


Drake Highway this Friday, Oc- 
tober 19th at 4:00 p. m. The dedi- 
cation service, one of the main 
features of Oil Progress 
Week 


will be held near the Forest Hills 
Restaurant three m.les west of 
Tionesla. The grand-daughter of 
Colonel Drake, Mrs. Marie Drake 


I Carver and prominent oil-inaustry 
officials will be present. The may- 
ors of the 
two principal cities 


served by the Colonel Drake High- 
way, Titusville and Altoona, have 
been invited to attend the cere- 
mony. The unveiling service is bo- 
ing sponsored by the Oil Industry 
Information Committee. 


COMPLETES BASIC 
| 


Pvt. Cnarles C. Guild, 
son 
of j 


Clifton Guild, East street, is home 
011 a ten-day leave from Parris Is- 
land, S. C., where he completed 
basic Marine training- Following 
his leave, Charles will report to 
Camp Lejeune, N. C., fpr a month 
r 


For That 


Fashionable 


Fall 


Look! 


DRFSSFS 
JL/ IX l-i O O J-4 \J 


from 


S H O P S 


Our racks are crowded with the latest up-to-the-minut« 
dress fashions. Select from all the latest fall fabrics. Whether 
you're looking for a dressy dress or one for street wear, you 
too, will find your dress at Millar's. Sizes for Juniors 7-15, 
Missy 12-20, or half sizes !2l/2 to 24l/2. 


KODEO BOYS 


JBIG 


5TRGE5HOIU 


featured on Columbia Record* 
* DIRECT FROM THE BKJ '^ 
WWVA RADIO JAMBOREE 
ovtR, THE CBS RADIO NETWORK 
Monday, Oct. 22nd 


8:15 


Beafy Auditorium 


Sponsored by 


Warren C. C. P. T. A. 


Just- One of the Many 


"'Suede Jersey 


'Suede-Mat-Jersey' and soft-as-kid leather matched to- 
qether in 'Forever Young's' 'Dress of the Month' with fashion 
accent on softness this season. This charming dress takes 
the Blue Ribbon. Frill skirt is as rhythmic as a concerto — 
Colors: Black, Toupe, Teal, Wine. 


14.95 


FLOOR SHOW 


FRIDAY and SATURDAY 


Fat Norman end His Orchestra 
White House Inn 


STATE THEATER 


Youngsville 


TWO SHOWS NIGHTLY 
I/AST TIMES TONIGHT 
Alan I/add * Kobsrt Prestom 
Brenda Marshall 


"WHISPERING SMITH" 
<color) 


Action! Thrills! Suspence! as lAdd 
pioneers the railroads of the west. 


For the Best Selections 


Use Our Layawoy 


THE 


TOY CENTER 


Buy U. S. Savings Bonds 


W A R R E N , P A 
T I M E S - M I R R O R ; T H U R S D A Y . O C T O B E R T S , T 9 5 & 
T H R E E 


;Z42 Old Motion Pictures Are 
peing Shown in New York Area 


5 
By CHARLES MERCER 


•^ 
-i 


f Ne>v Tork (JP)—In this current 
week 142 old motion pictures are 
being ehown by seven 
television 


Itations in the New York metro- 
politan area. Home viewers 
can 


watch movies on one or another 
channel continuously every 
day 


from 9 a. m. until 1:30 a. m. 
" Thia Is typical of TV program- 
Ing In every section of the country 
these days. 
i The release of large numbers of 
folks to television is often discus- 
Bed from the aspect of the film 
and TV industries. But what, if 
anything, has been the effect on 
the viewer? 
* People watch and enjoy- films, 
no matter how old, which were 
good films at the time of their re- 
lease. Thus, currently :n the New 
Tork area, you hear expressions: 


of pleasure, 
at 
Keteg Charles 


Laughton'ih "Th« Private Lifs of 
Henry VHI,"- which was released 
in 1933, and Lloyd Nolan" in "The 
House on 92nd Street," released in 
1945. 


On the other hand, no one seems 


to have sat with such turkeys as 
Slim Summerville in "I'm from 
Arkansas" and all the bad ones 
which inevitably are found in a 
group of 142 films—or 142 of any- 
thing else.. 


Well, Hollywood and English 


studios say that the only practi- 
cable method of releasing old films 
to television is by blocks or pack- 
ages. TV stations have to pur- 
chase in that form or not at all— 
and many have decided that show- 
ing old films is the only practic- 
able method of filling all the pro- 
graming hours in a week and ob- 


o moisture... lint 
beat escape! 


Here's tfce modem Dryer 
>~ 


you've been waiting for... 
the new Maytag that ends 
those problems of lint 
tad moisture m basement 
or utility room! 
Yon!! nwt work, stve 
live cleaning r.. because , 
the new Maytag needs no ' 
vent pipes. New water-film 
•ction and water-cooled 
condensation chamber 
float lint and moisture 
down the drain! 


ytccgr 
NO-VfNT 


Toon for as littl* « 


'2.50 


per wtek 
(after a imad 


• Stated drytaf etianAtr retains heal 
provides Inter drying, keeps taandry 


area cool. 


• FuN openfof Siftty DMT stops afl 
action when opened. 
• Doublt Insulation: I Incti spun 
glass and heat reflective IwL 
• Dries all fabrics »»ely.-idlest- 
ablt liming. 3 heat temperatures. 
5 minute no-hell cycle for modern 
fabrics. 


• AdapfaMe la HO of 220 volts. 


ELECTRIC DRYERS 


A, u. A, $199.95 


GAS DRYERS 


A, L.» A, $259.95 


WASHBOWL 
WASHING!* 


New 7 
AUTO WI ATI C 


BY 
MAYTAG 


fEATUMNG: 


> Her, warm, or COLD 
water wash and rinse 


i Automatic Water 
level Control 


> "Modem Fabric*" 
cycle 


> Two-Speed Action 


' Oyrafoam Washing 


Double-Spin Tubi 


Suds Savor (optional) 


• 
• 


* And many mar* 


ou!standir>g features 


Here is an automatic so versatile, "it wffl wash even your • 
most delicate things as carefully as you would by hand.,' 
You can choose exactly the right water temperature, wa- 
ter level, washing action, and length of time ... all with 
push-button ease- 


But whatever fabric goes into this automatic, clean- 


est washes come out... because ffs a 
•• ffrrfe M 


.Moytap. Drop in today, 
£4* ff\ 


AUTOMATIC WASHERS 


$110,00 Trade-in°n M^> 
I4° 


Other Models as tew « $249.50 


GOOD HOUSEKEEPER SHOP 
811 Paine, Ave., E. 
Phon* 2471 


TO RISE AND S H I N E — 
Architect's sketch 
shows a 


sleek, glass-faced b u i l d i n g 
planned for New York City in 
late 1953 by the Corning Glass 
Works. The 28-story, L-shaped 
structure will be at the corner 
ol Fifth \ Avenue and 
56th 
Street, occupying a 30,000- 
•quare-foot plot. 


taining essential advertising reve- 
nues. 
N 


It is, in short, good and prac- 


ticable business. But good busi- 
ness can be a far cry from good 
entertainment. 


Who's going to do anything 


about it? Not the film studios, be- 
cause they have a profitable deal 
whereby their worst products com- 
mand the same prices as their 
best. Not the TV stations because 
jvith rare exceptions, they are un- 
able to buy selective picture by 
picture, but must settle for pack- 
ages. 


One thing business offices should 


remember: each 
human 
being 


comes equipped with 
eyes and 


ears and a wrist ready to turn a 
dial on & TV set. 


Almost Six Inches 
Of Rain Falls in 
Area in September 


Almost six inches of rain, 5 98 


to be exact, fell in Warren on 13 
days during September, according 
to the records as kept by TJ. S. 
Observer Gilbert Reier. A total of 
1.64 inches fell on the sixth, and 
1.39 on the first. Other rainy days 
were the 2d, 3rd, llth, 12th, 15th, 
16th, 18th, 20th, 21st, 22d, 23rd, 
and 24th. 


Lowest temperature 
recorded 


was on both the 21st and 27th 
when it was 34 above. The maxi- 
mum, and minimum temperature 
for the month follows: 
Date 
Maximum 
Minimum 
1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 


88 
78 
79 
82 
85 
72 
68 
64= 
61 
68 
68 
78 
80 
75 
62 
67 
71 
61 
61 
58 
60 
70 
76 
61 
62 
63 
63 
71 
67 
65 


62 
60 
49 
51 
53 
62 
47 
40 
41 
36 
53 
55 
55 
59 
41 
48 
54 
41 
38 
35 
34 
45 
54 
48 
38 
37 
34 
38 
46 
60 


Total precipitation for Septem- 


ber, 1955, was 163; for 1954, 2.46 
and 1953, 4.14. 


Bananas grow upward on the 


plant. The bunches are hung up- 
side down in stores go they can 
l>e cut easily. 


SERVICE HARDWARE CO. 


PHONE 4267 


Formerly Everf't Hardwar» 
414 Penna. Ave., W. 


Baker's Cleaners 


3-Hour Shirt Laundry 


Phone 584 


FOR FINE FURNITURE 


AND GIFTWARE 


WAXMAN'S 


SHOP EVERY DAY! Buy all your winter clothes at these 


special "once-a-year" prices — Save plenty on brand new, 


never-in-stock-before merchandise. 


Men's Washable 100% ORLON 


PULLOVER SWEATERS 


Fine gauge, interlock knit orlon . . . sturdy 2x2 
twist ribbed bottom and cuffs to prevent 
stretching . . . guaranteed color fast — and 
comes in 8 new soft colors. 
Regularly 


10.00 
6 


Men's Sanforized, Suede Finish 


Flannel SHIRTS 


Hand picked, new patterns and colors . . . color 
fast and washable . . . well made and full cut. 
All new! 
$ 


Regularly 3.95! NOW 2 


Men's Nylon GABARDINE 


SURCOATS 


With Quilted "Milium" Lining! 


Full zipper — side tab adjustments ... 
warmth without weight due to mir- 
acle "Milium'1 ... in brown, charcoal 
or navy. 
Regularly 


14.95 


Men's "One-Size" HOSE 


Dacron and cotton or stretch 
Hellanca yarns in a wide se- 
lection of new colors and 
patterns. 


Reg. 1.00 3 Pa!rs 


Men's Famous "DOWN'S MILLS" 
Flannel PAJAMAS 


Unusual new patterns and stripes. 
Fully Sanforized . .. firm weight. Both 
coat or middy style. 


Regularly 4.95 
NOW $3 


Students' Better Quality 


ALL WOOL TWEED 


SUBURBAN 


COATS 


Finest quality virgin wool in 
handsome Donegal or herring- 
bone tweeds . . , satin quilted 
lining. The great coat style hit 
from coast to coast. These coats 
are outstanding quality. See 
them tomorrow. Greys or tans. 


Sizes 14 to 20 


A verified 25.95 value! 


19 


99 


Hey! Lookie Kids! 


FREE SILVER DOLLARS 


That's right! A free silver dollar for you 


with a purchase of 15.00 or more in our 


Boys' Shop ONLY. 


Boys' Flannel-Lined 


WINTER JEANS 


Fast color, vat dyed, Sanforized 
heavy weight denim with warm 
plaid flannel lining. Guaranteed 
washable. 


Regularly 


3.95 
Now $2.99 


Flannel SHIRTS 
that match the lining! ' 
Sizes 4 to 16. 


Reg. 2.2? 
Now*l»'» 


Junior ALL WOOL TWEED 


Suburban COATS 


with 100% ORION pile lining! 


Sturdy all wool tweeds in rich Fall 
colors . . . Orion pile lining gives 
warmth without weight . . , fully moth 
proof. Your young lad will Surely like 
one. 
Sizes 6 to 12. 


Boys1 "ONE-SIZE" STRETCH HOSE 


Entirely new and different patterns in 
, 


designs, plaids, stripes . . . stretchy , 
Hellanca yarn fits every foot and fits 
without a wrinkle. 


Regularly 59c 
Now ^ pairs 


Regularly 


19.95 
*** S1C99 
15 
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WARREN TIMES-MIRROR 


8. V- Walkei 
1900 - 1936 


Published every 
evening except 
Saturday 
a n d 


Sunday, at the 
Times Building, 
205 - 207 Penna. 


Ave, West 
W. A. TValker 


19SG - 1953 


THE TIMES PUBLISHING COMPANY 


Incorporated 


Mrs 
Walker. 
and Publisher- Ann Walk- r DrrK 


Mgr.; Howard Clark, Circulation Mgr. 


Bottlndli - Kimball, Inc , S43 Lexington Ave , New York 
City, Foreign Advertising Representatives 


Rates of Subscription 


Published every day except Saturday and Sunday 
By 
carrier HI advance $12.00 per year or 25c per | week, by mad 
First and Second Zone §9.00 per year; all other Zones 
$12 00 per year. Alaska, Cuba, Porto Rico, Mexico, Panama, 
Canal Zone and the Philippine Islands ?12 00 per year. 


In foreign countries (including Canada) \\jthm the 


International Postal Union, other than those named above. 


The Associated Press Is exclusively entitled to the use 


for re-publication of all news credited to it or not otnenvise 
credited in this paper and also the local news published 
therein. All rights for le-pubucation of special dispatches 
herein aie also reserved. 


Entered at the Wan en, Pa., Post Office as Second Class 


Matter. Under Act of Maich, 1879 
_ 


THURSDAY, OCTOBER 18, 1956 


CREDIT UNION DAY 


This is Credit Union Day, according to another 


circular recen ed, in the morning mail. Regarding the 
founding and early history of Credit Unions, the ar- 
ticle says: 


About 1850, Friedrich Wilhelm Raiffeisen, as the 


Mayor of Flammersfeld, in Germany, following an un- 
successful effort during a several year long famine 
and depression to develop a source of food supply and 
funds for destitute fanners, realizing the need for self- 
help in preference to charity, developed the basis for 
the credit union idea. 


At almost the same time a judge In Delitzch, Ger- 


many, Herman Schulze started a society of the poor 
and wealthy to provide for loans for those in need. 
These were voluntary societies until the first law was 
enacted in Prussia in 1867, in the North German Fed- 
eration in 1868 and by the German Empire in 1889. 
The present day credit unions are patterned after 
the original Raiffeisen Society. Friedrich Raiffeisen 
died in 1888. 


The credit union idea spread to other countries in 


Europe, including Italy where the Prime Minister 
Luigi Luzzatti introduced the plan in Milan in 1866. 


In 1870 and 1871 an effort was made to get a law 


passed in Massachusetts but the attempt failed in 
spite of favorable reports in both houses of the legis- 
lature. Over the years American papers and maga- 
zines told about the German Credit Societies and in 
1892 wtihout benefit of law the employes of the Boston 


Cooked, Smoked HAMS 


SHANK HALF 
iUTT HALF 


5 to 8 Ib. 


4 h> 8 Ibs. 


HOME CURED ~~ LEAN 
SLAB BACON 
*• 
* 39c 


CHICKEN PARTS 
CUT FROM FRESH, YOUNG CHICKENS 


WLNOS 
.................... 
, ,..!b,29c 


GIBLETS 
..... 
. 
................. 
Ib. 45c 


LWERS 
................. 
. ...... Ib. 75c 


LEGS and THIGHS ... ....... . . . . .Ib, 79c 
BREASTS . ;JJJ J L. . . .L, . , ,. „ 
; . . Ib. 79c 


Roast or Fry, Whole or Cut-up 
YOUNG CHICKENS 
* 


TENDERIZED SHORT CUT 
SMOKED CALLAS 


CHOICE WELL-TRIMMED 
CHUCK ROAST of BEEF * 45&55c 
FRESH SLICED SIDE PORK M9c 


CHOICE ROLLED ROAST 
RIB or RUMP . , , »79c 


i/2 HAM - 1/2 PORK & VEAL 
HAM LOAF - 
- 
- 


HOME-MADE 
BULK SAUSAGE 
_ 


GROUND BEEF, PORK & VEAL 
MEAT FOR LOAF 


Glebe Savings and Loan Association, and a few other 
sinlilar employee groups were started within the next 
few years. Today, there are over 22,000 credit unions 
in the Western Hemisphere with over 10,000,000 mem- 
bers and total assets of three and a half billion dol- 
lars representing over $3,000,000,000-shares owned by 
members and loan balances in excess of $2,500,000,000. 


It is an outstanding example of self-help, and a 


positive demonstration of what people can do in the 
field of thrift and credit. 


The public, and particularly the physicians of 


Warren county, have been extended a cordial invita- 
tion by St. Luke's Episcopal church in Kinzua to at- 
tend its patronal festival and vesper service at 8:00 
p. m. today. The Feast of St. Luke the Beloved Phy- 
sician has been observed by the historic Church for 
many centuries. 
Not only was St. Luke a writer of 


one of the Gospels and the Acts of the Apostles (NeAV 
Testament), but also "beloved physician" and patron 
saint of the medical profession. Ancient traditions 
connected him also with the art of painting, and sever- 
al existing portraits are attributed to him. 


Here and There 


It'a-later- than - j ou - think De- 


partment. A lemmder just receiv- 
ed says a city of sleeping cais 
will be cieated in Washington, D 
C , for the convenience of persons 
traveling- to the Piesidenbal mau- 
griiation. in mid-Tanuaiy. With the 
election still about 0.8 davs a\\ ay, 
the Baltimore & Ohio Railioad re- 
poits that lailroads alieady are 
making- plans to handle the crowds 
vvluch •will converge on the Capi- 
tal for the inauguration 
Special 


.rams will be operated from ke;y 
cities and in Washington tiavelers 
may make their homes for three 
or four days in parked 
sleeping 


cars Parked in accessible spots, 
the sleepers will be wired for con- 
stant electricity, with heat and hot 
water always available. Travelers 
ai« expected to bo as comfortable 
as thoaa in crowded hoteli. 


Still on tha subject of fleeting 


time attention is called to the fact 
that it is not any too early to mail 
Christmas 
packages 
to points 


overseas We are reminded that 
paicels mailed between now and 
November 15 Mill be guaranteed 
delivery before Christmas, barring 
unusual circumstances After that 
date, the sender takes the chance 
that the package will amv« in 
time. Greeting cards for overseas 
destinations may be mailed any 
time but ths local postmaster ad- 
vises that they be mailed prior to 
November 15 to insure delivery. 
The volume of cards handled by the 
post offica has tieen steadily in- 
creasing year by year the Depart- 
ment says, and a record volume is 
anticipated this year. Caids to dis- 
tant places like California, Coloi- 
ado and Washington should be 
mailed no later than the first week 
in December, it was pointed out 
The importance of including the 
sender's return address on each 
envelops was emphasized by the 
postmaster yesterday Every yeai 
many cards end up in the dead 
letter office because they lack this 
address. 


In order to givs credit where 


credit is due and richly deserved 
it should be stated that the maplft 
syrup which our 
World 
Series 


traveler Emmett Jennings i« tak- 
ing back with him to his home in 
Tucumcari, N. M, -was secured at 
the farm, of Mr and Mrs. Richard 
Lindell, 
near 
Lander, 
and not 


Henry Lindell 
As a matter of 


fact Mrs 
Lindell 
ungrudgingly 


paited with an extra can which, 
' she said, had been stored for use 
! of the family, go that Jennings 
1 might hav« two gallons, Instead of 


one. And there's a. story behind the 
tnp this writer took to Lander 
with the western visitor It seems 
that h« had a couple gallons of 
syrup sent him fiom Warren a 
year ago and they cairied the la- 
bels of "Richard Lindell, Akeley, 
Pa" The syrup was so delicious 
that he decided that he wanted 
some of the 1956 vintage, and was 
pretty happy when his mission 
turned out so successfully. 


YEARS AGO 


lnrtrM»lng Ifwni Takwi From 


Th* W«TM IvMiing T1m*t 


1036 


Political war raging on a b'road 


front . . . DuPonts admit contri- 
butions of 5383,000 
to 
defeat 


Roosevelt and ask others to do 
likewise. 


London agog over Simpson di- 


vorce, British press is silent. 


Kmzua Dam is debated; meetinp 


of 
River Improvement Group at 


Franklin heais Kinzua Dam op- 
posed by two Warren men. 


Oakview Park pavilion burns to 


the g-iound shortly 
after 
4'00 


o'clock this morning 


Times Square 
Super 
Service 


Station ready; open house being 
planned this weekend 


Franklin High School footballers 


come hera tomorrow; close game 
expected with Dragons picked as 
slight favorites. 


1946 


Price lid lifted fiom coffee as 


OPA speeds up decontrol drive . .. 
scrapping of wage 
order 
being 


studied. 


Hanged Nazis ciemated and ash- 


es "dispersed" . . , investigating 
group probes Goering suicide as 
source of poison continues mys- 
tei y. 


Miss Frances McCauley has re- 


tuined fiom. Cleveland, v,here she 
spent the summer. 


Para Manufacturirg Company 


making progress in Sheffield 


Cold coming tonight after warm 


period. 


*•- 


BIRTHDAYS 
T 


October 19 


John Charles Anderson 
Earl Wallace 
Mrs John lAaeder 
lira. Anna Carlson 
Mercedes Anderson 
Dominick Pasquino 
Mrs. Dominick Pasquino 
Henry Flacke 
Benjamin HigMield 
Dorothy McMichael 
Cecil Blum 
Agnes Rushok 
Willard M. Zerb« 
Ralph Paden 
Sally Ann Lundahl 
Haiold Leon Caldwell, Sr. 
Samuel E Lannen 
Donna Sorensen 
Ruth Hale 
Paula Jan Gurdak 
George Barnes 
Betty Elaine Burks 
Harry Shawkey, 187i 
Linda E. Echelmeyer 


*C«>«tf Kttkguy who tot** G.L. 


I PROMISE HE «¥ONT BITE VOU THIS TIME. I 


WITH A GOOD LUCK MARGARINE SANDWICH.' 


u* 


IRVINE 


Irvine—Mr. and Mrs. 
Thomas 


Mason and daughters were week- 
end guests of C L, ' Steuart and 
other relatives in Salina. 


Mis Bail Easton and daughter, 


Mr and Mis Dennis Murphy and 
son weie Sunday visitors of rela- 
tives 
in Benezette. Tony 
Cole, 


Shaion, \\as a Saturday guest of 
the Easton family 


Mr. and Mis. Menill 
Huling-, 


Erie, were weekend giiests 
of 


his mother, Mis. N. B Huling, and, 
with her, motoied to Salamanca to 
visit relatives. 


Mrs. Walter Smith and 
Mrs. 


TV treat: Dip bread cube* in 2 tb«. melted 
Good Luck Margarine mixed with 1 beaten 
egg. Roll in grated cheese and brown. Extra- 
swell 'cause GOOD LUCK Margarine tartet 
as fresh as "you-know-whaTlj 


Edna Connors have been visitors in 
Kittannmg. 


Mr and Mrs Ed Long, Port Al- 


legany have been guests of Mr 
and Mis. Floyd Smith, 


Charles Zuerl has left for Louis- 


iana, where Tie will be employed. 


The Thomas Lore family, with 


Mrs. Albert Lore of Warren, spent 
Sunday with Dr and Mrs. Stanley 
Lore at Indiana. Pa. 


KING'S PLATE 


* 
, 
Horse racing'* 
old««t stall 


event in North America is tW 
King's Plate, a. Canadian 
ftxtuw. 


that first was run in. Quebec prov . 
mce in 1836. 


In 1020 Lt. (later O*n.) Jtm« 


H. Doolittle madt th« ftnrt all 
blind flight at Mitehel Field, 
' 


Island. 


RELIABLE 
FURNITURE CO. 


WAKBEN, PA. 
Tou've Tried the Rest . . 


Novr Try the Best" 


ZDARKO'S RED I WHITE 


Groceries - Meat - Fruit 


Products 


•09 ta, Av«.. East 
37»S 


LOGAN'S 


O 
G 
A 
N 


CLOTHING 


FOR ALL the MEN 


O 
G 
A 
N 


LOGAN'S 


DRIVE CAKEFULLli 


M9c 


3 * 1.00 


ALL PRICES IN THIS AD ARE IN EFFECT FROM 


THURSDAY TO THURSDAY 


OPEN FRI. TILL 9 P. M. 
EASY PARKING 


KUHRE'S 


NORTH WARREN MARKET 


3186 
10 S. Sfate St. 


made fe order for 
Kodak ppfor pi'«/wr»» 


Bairstow Studio 


221 Liberty Street 


Warren, Pa. 


Established 1878 


LASTING 


* SQUEEZING FRESHNESS 


® EATING FRESHNESS 
* LOOKING FRESHNESS 


i 
L •< 
tjrf 


* LASTING FRESHNESS 


BREAD 


T I M E S - M I R R O R , T H U R S D A Y , 
O C T O B E R T 8 , " T 9 5 * 
FIVi 


SOCIETY 


Successful Young Adult Conference 
Is'Entertained at the Local YWCA 


Fifty-four representatives from 


11' districts attended general *es- 
gioiii and discussion groups of the 
Western. 
Pennsylvania 
Young 


Adul€ weekend conference held in 
th« local YWCA. Dorothy Boboms 
of Pittsburgh, conference chair- 
man; opened the initial ^general 
session Saturday afternoon. 


Four 
one-act 
dramatizations, 


conducted by 
McKeesport dele- 


gates, introduced the theme "Pat- 
terns, Please". The program was 
designed to stimulate delegates m 
forming ideas of self-adjustment 
and human relations. 


Dr. Cora Capwell, of the Pitts- 


burgh 
Psychological 
Services, 


•poke at the Saturday banquet on 
"Look in the 
Mirror—Does the 


Pattern Fit", stressing self-analy- 
sis* of individual attitudes apparent 
m daily living. 


Following the Sunday luncheon, 


Mrs. Alexander C. Flick, Jr., of 
Warren, addressed the group, us- 
ing the definitions of religion and 
philosophy found on the cornice of 
Warren Public Library as she ex- 
plained "religion is philosophy in 
action". 


"Final session Included election 


and installation of officers, with 
Barbara Bova, Wairen, named 
1956-57 conference secretary. 


Two special guests 
attending 


were Maria Tsakouskou of Greece, 
in the United 
States 
to study 


YWCA work, and Margaret Rob- 
ertson, of 
the National YWCA 


staff. 


Doris Smith served as hostess 


city chairman and Harriet Gail- 
son, treasurer. Local committees 
were headed bv-Ellen Tranter and 


Harriet Lind, housing; 
Barbara 


Bova and Margaret Scalise, regis- 
tration; Evelyn Boyd and Eleanor 
Snarburg, souvenirs; Jean Harmon 
and Sandra Berglund, programs; 
Mary Anne Hoover, Betty Anne 
Simko and Carole Douglas, ban- 
quet. 


Warren Blue Triangle Club takes 


this means of acknowledging hos- 
pitality of the 
Saturday night 


hostesses and those offering hous- 
ing for the delegates; use of Foun- 
ders Hall 
at 
First Methodist 


church; Blomquist Furniture Com- 
pany, Chamber 
of 
Commerce, 


Emblem Oil Company, Hammond 
Iron Works, 
Jo-Rich Company, 


New Process 
Company, 
Singer 


Sewing Machine Center, Sylvama 
Products, Inc, Warren Bank and 
Trust Company, and Warren Na- 
tional Bank for souvenir contribu- 
tions. 


SURPRISE FAREWELL 


Sugar 
Grove—Mr. 
and 
Mrs. 


Adoctus Hilldale, who aie moving 
to Jamestown, were given a sur- 
prise faiewell paity at the home 
of Mr. and Mrs Ernest Landin. 
About 40 members of the Free 
Methodist church were present for 
the affair, which was planned by 
Mrs L L. Adams and Mrs. Call 
Norbeck. 


Mrs. Adams presented a brief 


program, 
with 
group 
singing, 


prayer by Pastor Robert Williams, 
and readings by Mrs. Victor Lan- 
•dm and Mrs. Norbeck Mrs Adams 
also presented the couple with a 
gift and puise of money. To con- 
clude, refreshments were served 
and a social time enjoyed. 


Group Is Set Up 
For PTA Council 
Scholarship Award 


At the regular meeting: of Com- 


munity PTA Council, conducted at 
Jefferson School by President Da- 
vid Olson, the following' committee 
was named to work out details of 
qualifications, the making of appli- 
cations, etc , for the Council-spon- 
sored Scholarship Fund: 


Joseph Passaro, principal of 


Warren High School; Miss Doris 
Smith, FTA teacher; Clayton L. 
Rhoades, Council vice president; 
Mrs. Patchen, South Street PTA 
president; and Mrs. Caldwell. 


This group will meet soon to 


discuss further plans for rewarding: 
a. student or students of next 
year's class who plan to enter the 
teaching profession. 


The Scholarship Award Commit- 


tee is also holding a. public show 
at 8 15 p. m. October 22 in Beaty 
Junior High, all proceeds going to 
the Scholaiship Fund and tickets 
available at the following places: 


B and B Smoke Shop, all unit 


presidents, Mrs. Munch in North 
Wan en, Mrs. Chi is Thompson at 
Clarendon; at Beaty Junior High 
School; and Wan en High by mem- 
bers of the Future Teachers of 
America Chapter. They may also 
be had by calling 783-W or 2465, 
or at the door on the night of the 
show. 


Eveiyone is asked to show his 


inteiest m this special project, 
since the proceeds go to a good 
cause. 


C D of A Bazaar and Carnival 
St. Jos. Hall, Oct.J25th and 26th 


10-17-2t 


SALE 


At The Spot, YMCA, Oct. 18, 9 


to 5.30, Oct. 19, 9 to 9 By Mothers 
Club, Boys' Dept. 
10-17-21 


BUY U. S. SAVINGS BONDS 


NOTICE 


Smartfomi corsets and brassi- 


eres. 
Mary Scalzo, Ruby's Yarn 


Shop. 
10-17-2t 


A delicious pound 
Mrs. Filberts 


of NEWi 


2 POUNDS 


'^'^s^S^ 
\ *i- - ^jf'?''*ftff'&Z'^^~~'^S*\A aluminum loci 
\ 
"^jr^—-- 
fh(jt FLAV(jR jn, 


New Sweet Flavor Discovery! 


NEW! Here's that real TRUE taste y<?u love! This Great New 


Recipe tastes more expensive than the ''expensive spread" 
-itself—at the good, low price you like! It's another Mrs. 
Filbert's Margarine first! 


NEW! Spreads smoothest of all! Glides on like silk! Won't 


lump or slump —stays appetizingly firm. No other spread 
has this firm, yet delicate texture. No spread has ever been so 
good! You get 4 times as much Vitamin D as in the expensive 
spread. And 15,000 units of Vitajnin A fortify every pound. 
Taste Mrs. Filbert's NEW Margarine today! 


Mrs.Filberts 'Margarine 


Get YOUR Pound FREE! Here's howl 
Mail 2 "Sweet Flavor Discov- 
ery" panels from 2 pounds of 
NEW Mrs. Filbert's to: Mrs. 
Filbert's Margarine, Box 
1517, Baltimore 29, Md-,with 


your name and address. Mr». 
Filbert's Margarinf sends you 
PKJEE coupon good for FREE 
pound of NEW Mrs. Filbert's! 
(One offer to a family, please.) 


HURRY! 
THIS OFFER ENDS DECEMBER 1, 1954 


leather 
palmed 
driving 
gloves 


3.50 


Keep your hands comfort- 
ably warm in these handsome 
driving 
gloves. 
Deer skin 


palm 
with 
racoon, 
nylon, 


wool knit tops. 
So long 


wearing. Washable. In Palo- 
mino 
or beige. S m a l l , 


medium, 
large. 
Come 
in 


now while w e have your 
size. 


Farmington Grange Has 


Election of New Slate 


Lander—-Highlight of the Farm- 


ington 
Grange 
meeting, with 


Worthy Master George Wilcox pre- 
siding, was election of the follow- 
ing officers: 


Worthy master, Bertram Loh- 


nes; overseer, Arthur Hitchcock; 
lecturer, Evan Wilcox; 
steward, 


Jack Wilcox; assistant 
steward, 


Charles Tower; chaplain, Virginia 
VanOrd; treasurer, Mrs. George 
Wilcox; secietaiy, 
Mrs. 
Hazel 


Kays; gate keeper, Lavern 
Dur- 


lin; Ceres, Joyce Gruber. 


Pomona, Delores Wilcox; Flora, 


Nancy Shaffer; 
lady 
assistant 


steward, Connie Lahnes; executive 
committee member for three years, 
George Wilcox; pianist, Mrs. La- 
vern Durlm; finance 
committee 


member for three years, Mrs. Ira 
Stuff lebeam; 
solicitor. Warren 


Wilcox. 
' Installation 
of officers will be 


held November 8, with Mrs. lia 
Stufflebeam, Mrs. Ted Carlson and 
Mrs Evelyn Wilcox as refresh- 
ments committee. 


It was voted to send the master 


and his wife to the state Grange 
meeting at Erie, to be held from 
Monday evening, October 22, to 
Thursday evening, October 25. 


It was announced the national 


Grange meeting will be held in 
Rochester Saturday, November 17, 
and those desiring reservations on 
the bus should get them in by the 
special Pomona meeting at Akeley 
October 17, when the fifth degree 
will be conferred. It was announc- 
ed a Hallowe'en party will be held 
at the hall October 27 


In conclusion, refreshmerts were 


enjoyed. 


the 


famous 


., -4 trench coat 


imported from 


Western Germany 


29.98 


It'i iha famoui 
VAL- 


MELINE trench 
coat 


\A «. 
imported from 
Wes- 


\if 
tern Germany. Woven 


from the finest fabrics, ex- 
pertly tailored by old world 
craftsmen, and designed in 
Western 
G e r m a n y 
by 


Europe's leading fashion ex- 


~~ perts. Hand washable. Sizes 


10 to 
18 in neutral beige. 


Come try 
on this 
famous 


trench coat. 


our expert fitters promise 
Two Happy Feet 
To a Customer 


in soft mellow calf skin 


Come in During 
Red Cross Shoe Week 


Churchwomen Planning 


Eight-County Institute 


Churchwomen fiom 
an eight- 


county area will gather at Pleas- 
antville October 25 to work out 
plans for playing a stronger role 
in the life of their churches and 
community. 


The one-day institute .will be 


held in the Fiist Methodist church, 
North Main street, from 10 00 a. 
m. to 3:30 p. m, with representa- 
tives from Crawford, Venango, 
Erie, Warren, 
Forest, Mercer, 


Clarion and Lawrence 
counties 


spending the day with national 
and state leaders and discussing 
the responsibility of local church- 
women in the total life and work 
of churches in the community and 
around the world. 


Sponsored by the Depaitment of 


United Church Women, Pennsyl- 
vania Council of Churches, the 
gathering is "designed to help 
Churchwomen realize the signifi- 
cance of the rural church in Amer- 
ican life, to stimulate church fel- 
lowship within rural communities, 
to indicate the program of United 
Church Women as a means of 


PERSONA!. 


HAVE MINK—WILL TRAVEL! f 


in style with "ADDED ATTRAC- 
TION" Prince Matchabelli's new- 
est perfume featured in a beautiful 
genuine ranch mink trimmed purse 
flacon . . . a perfect companion 
whereever you go. See the WAR- 
REN DRUG STORE, famous for 
the world's finest fragrances. 


10-17-3t 


WHELAN WHOLESALE CO., 412 N. Union Sf., Oleon, N, Y. 
Telephone 6-663* 


DURACLEAN SERVICE 


R«q and Upholstery Cleaning, 
Mothproofing. Free Estimates. 


Guaranteed Service. 


Phone 4090 


Wedding Designs 


hmeral Baskets & Sprays 


VIrg-Ann Flower Shop 


238 Penna. Ave.,W. Phone 1335 


WE DELIVEK 


•'Hurry John vr« can make the 
early show If we catch dinner at 
Penn Restaurant!" 


And if your tastes 


do not agree 


Our menu piovides 
variety. 


PENN 


RESTAURANT 


strengthening 
rural 
Pennsyl- 


vania". 


Among the leaders will be Mrs. 


J. Milton Shaffer, wife of the host 
church's pastor; Elizabeth B. Her- 
ring, Washington, D. C., executive 
secretary of the National Council 
on Agricultural Life and Labor; 
Elizabeth M. Lee, New York, di- 
rector of refugee resettlement Pro- 
motion for the Methodist Commit- 
tee on Overseas Relief. 


Also Mrs. G. J. Slosser, Pitts- 


burgh, chairman of the Depart- 
ment of United Church Women, 
Pennsylvania Council of Churches; 
and. tha Rev. Donald Schlicher, 
Harrisburg, executive secretary of 
the Division of Town and Country 
Churches of the state Council. 


A panel discussion will consider 


"The Church Woman and Her 
Community"; Interest groups will 
study social education and action, 
world service and relief, and agri- 
cultural problems. The Institute 
will conclude with the visual story 
of "The Key a tons Churchea in 
Action". 


| 
BTJHJJING PERMITS 
I 
+ 
* 


Clarence 
E. Bowers, 
105-107 


Brook street, cement block garage, 
$800. 


Dr John W. Larson, 8 Bast St, 


rebuild front porch on piers, re- 
duce size of porch, ?400. 


Nelson and Ellberg, 18 Willy 


street, new dwelling, garage un- 
derneath, $20,000. 


C. M. Lmneus, 804 Conewango 


avenue, erect lean-to by present 
garage, $300. 


Mrs. Sarah Hammond, 20 No. 


South St., cement block, garage, 
14 by 20, $500. 


Rummage Sale 


RUSSELL FIRE HALL 


Fri. and Sat., Oct. 19-20 


10 - 3 r.M. 


By Thuriday Ev«. Circl* 


SMORGASBORD 


Lender Community House 
SATURDAY, OCTOBER 20 
Adults $1.35 - Children 85c 


Auspices W. S. C. S. 


RUMMAGE SALE 
OVER 500 ITEMS — MANY NEW 


THURS. and FRI., OCT. 18-19 • YOUTH CANTEEN 


Thurs. 9 to 5:30, Fri, 9 to 9 
Rear of YMCA 


Sponsored by Mother's Club of YMCA -for Benefit of Boyt' Dept. 


Be Simla's Guest at 


THE TOY CENTER 


Lay-away now — only 10 weeks until 


Christmas 


* 


BIGGEST TEDDY BEAR 


In Town 


Two happy -feet when you wear Red Cross 


mellow calfskin shoes. 
Beautiful -fit 


and styles so pretty they lend elegance to 
any outfit. Come in now this week and 
try on yours. 


MELLO-TOP 
Black 
or 
brown 


calf. 


Black or brown 


luedo, 


5 lo 10, 
AAAA -to B. 
11.9? 


POMPEI 
Black call. 
5'/i lo 10, 
AAAA io B, 
11.79 


ADRIENNI 
Black or brown 


calf, 


S'/i +o 10, 
AAAA to B. 
12.9? 


Thii Product fiat no connection with tin American Rod Croil 


Eagles Club 


FOR YOUR DANCING PLEASURE 


SATURDAY NIGHT, OCT. 20-10 to 2 


Music by THE ACES 
)•••••••••••••••••••••••••••••••••••••••• 


INITIATION DANCE 


SUNDAY EVENING— 8 to 11 


Music by THE RYTHMAIRES 


and Guesh Only 


"Never Knew Such Relief 


RHEUMATISM^ARTHRITIS" 


" . . Even though my daughter l« a registcred'ourse, the coald/ 


, not find anything to help her arthritic pama. She tried everything'., 


but nothing seemed lo do her any good Then she bought Tmdrin 


land she has had wonderful results. She takes it whenever shej 
. has pain1! I am going to tell all my friends ab6ut the wonderful * 
iichcf from Imdrin It really is amarmg;!" . . . 


Mrs. C. C —Kunkletown, Peuna. 


^.Tritnds, 17" you too have Incd cverytnmg for rheumatic and' 


Ik 
arthritic pains without succc», do as Mrs. C. C. of Kunkletowu,', 


, . , . , ) 
Pcnnsjlvania, suggests and try the new and'improved Imdrin. 


[ V 5 l/'Ji 
^ee '10W 'ast' '10W wonderfully it helps relieve the dragging < 


l^\,^f, Lz/l ~^~ day-by day pains of rhcomalism and arthritis Then pains lull, 


The new and 
anc' >ou ''c^m lo feel like a new person again. 
111,000,000 


improved 
lablcln sold since 1947 Try the new and improved Imdrin 


1 Ublrls on makcr'n guarantee You must (?=' relief or >our money- 


back For extreme and persistent pains, fee jour doctor. Get, 
Imdrin nt your drug store today 
IMDRIN 


I 


FREE ~- FREE 


1 PR. 


MERCERIZED 
SHOE LACES 


27 Inches 


All you do is present this ad, to the clerk 
in Cigar Department and receive FREE 
a pair of Mercerized Shoe Laces, 


Limit 1 pr. to a Customer 


NOTHING TO BUY 


L 208 Liberty St. 


TWO STORES 


Corner Peniw. Ava. 


SIX 
T I M E S - M I R R O R 
T H U R S D A Y , O C T O B E R 
T '8" T T 
PA. 


SOCIETY 


YWCA Directors'Local WCTU Members at 
Consider- Finances 


! 


i 
Mrs. James Nordine presided at 


| the Octooer meeting of the YWCA 
board of diiectors, \vith Mis. Mar- 
on Davis in charge of devotions. 


Reports showed the "Y" is in 


urgent need of folding chairs and, 
o secure funds, directoi.^, the stafi 
and YW clubs will sell 'folding 
purse-sized scissors. 


Program events beginning this 


veek weie announced, and plans 
vere made for redecoration of the 
cafeteria. As a benefit for the re- 
decoration 
fund, a sinoigasboid 


vill be served in the gymnasium 
November 10. 5:00 to 7.00 p. m. 


At the close of the business 
ession, Mis Maigaret Robertson, 
astern field division repiesentative 
f the National YWCA staff, ad- 
dressed the gioup and offered sug- 
gestions for the role of the boaid 
members m the YWCA program. 


PEG O' MY HEART, three-act comedy of youth and its 
problems, opens the fall and winter dramatic season for War- 
ren theatre-goers in two performances, 8:30 this evening and 
Friday_in the Woman's Club 
auditorium. Times Photog- 


rapher Saylor happened by rehearsals at the right time to 
catch the above shot of three principal members of the Play- 
ers Club cast, Lois Byham as Peg, Don Sagramoso as Alanc, 
and Evelyn Donnelly, who is Alaric's mother, Mrs. Chiches- 
ter. Box office reports indicate a few good seats still available 
at press time. 


* 


Harold Triggs Returns 


As Matured Performer 


Harold Tnggs, American pianist 


who received considerable encour- 
agement in Warren as a young 
musician, returns again as the ar- 
tist November 4, appearing in a 
Philomel 
Club-sponsored recital 


and opening the > fall and winter 
concert season 


He writes that he has been look- 


Ing forward to this recital as an 
opportunity to renew many friend- 
ships and to play the very fine 
piano which he selected for the 
Philomel Club at Steinway Hall in 
New York. 


Saturday 


New Fall 


Cotton Interlock 


Values to 1.99 


Sizes S-M-L 


The many persons who were for- 


tunate in hearing Mr. Triggs at 
the very beginning of his caieer 
will be pleased to hear him now as 
a mature performer, filling an im- 
portant place in the musical life of 
America. 


Mr. Triggs is a concert pianist, 


as well as composer and teacher. 
With Vera B-rodsky, he played re- 
citals in all the principal cities 
across the country; he has taught 
at Juillaid School of Music and 
Curtis Institute; he has written a 
number of works, most recent be- 
ing his sonata for piano, "Ameri- 
can Gothic", played in New York 
Chicago, and Los Angeles by Mur- 
iel Kerr. 


In May, 1956 his symphonic 


work, "The Bright Land", was 
conducted by Howard Hanson a 
the 26th annual Eastman Schoo 
Festival 
For the past severa 


years, Mr. Triggs has been a mem 
ber of the faculty at Columbia Uni 
versity. 


General chairman for the recita 


to be played at 3.00 p. m. Sunday 
November 4. in Beaty Junior High 
School auditorium, is Mis. J H 
DeFrees, assisted by 12 member; 
of Philomel Club. 


Publicity is in charge of Mrs 


Dana Harland, Mrs. Eugene Ceas< 
and Mrs. James Torrance 
an< 


tickets are available from, an; 
club member or by calling 2192 


New Castle Convention 


Returning Friday, a number of 


local members have been in at- 
tendance at the 82nd annual con- 
vention of Pennsylvania 
WCTU, 


which opened Tuesday evening in 
the First Methodist church at New 
Castle. 


president, conducted the sessions, 
which featured an oratorical con- 
test by three students representing 
three colleges. 


Substituting for the mayor, the | 


chief of police welcemed the visit- , 
ors in behalf of New Castle's 50,- | 
000 residents, and greetings were | 
extended by the head 
of 
the j 


Greater New Castle 
Association, 


the county commissioners, and the 
president of the Sunday 
School 


COMPARE! 


Suburban Coats . .$16 
Sued* Jackets .. .$17 


J. A. JOHNSON 


Included in the 
group 
lepre-] Association, speaking for 122 Sab- 


sentmg 66 of, the 67 counties 
in 


the 
Commonwealth 
were Mrs 


Bessie Johnson, Warren county 
vice president; Mrs Harold Rich- 
ael, county secretary, and her hus- 
band: Mrs. John Trauffer, Central 
Union president; and Mrs Owen 
Unangst, vice president of Glade 
Union. 


Mrs. Emrna O Leonard, state 


bath schools. 


More than 


the Tuesday 
the church basement. 


300 guests attended 
evening banquet in 


RUMMAGE SALE 


Federal 
Store 
Bldg, Friday 


night and Saturday 
by Cherry 


Grove Club 
10-18-21* 


Former Resident Visits 


Relatives in the West 


Mrs. A. J. Mooney, 239 Pennsyl- 


vania avenue, west, has had 
an 


interesting communication 
con- 


cerning her 
nephew, 
Dr. John 


Mooney of Canton, O., who is trav- 
eling in western states. 


With him are his sister, 
Mri. 


Sabina Seifert of New Bethlehem, 
and her daughter, Mary, who 


teaches geography in 
Duquesne 


School in Pittsburgh and is on a 
year's sabbatical leave.. 


They have already visited James 


Mooney, who teaches 
retarded 


children in Chicago, and the five 
daughters of the late Will Mooney 
in the state of Washington. 


Another stop will be with Blan- 


ford Mooney, who is a doctor in 
Los Angeles, Calif. Blanford and 
James are brothers and sons of 
the late Mr. and 
Mrs. 
Horace 


Mooney of Brookville, Pa. 


Horace, it will b* rememlMrad 


by many !• Brother of Dr. John 
and fonnerlyWlived in Wttrwi. 
While 
attending Warren 
Hifh; 


School, he played on th« Dragon 
football team; he sang in the 
Methodist church choir and.stud- 
ied voice with hit uncU, Prof. x. 
J. Mooney. He and his brother, 
John, are both graduates of the 
old Clarion State Normal 


BUT U. 8. SAVING* BOND* 


PLANS DISCUSSED 
AT WSCS MEETING 


Lander—Mis 
Donald Ludwick 


iresided at WSCS meeting. Rev. 
Gustav Erickson gave devotions 
and Norma Mills sang 
"Perfect 


Day". Shen y 
Cowles, 
presented 


wo Liumpct solos, and Salhe Weil- 
:i, Warren County. Youth Ambas- 
iador, showed slicles and gave an 
nterestrng talk on hei tup to Hol- 
and. 


Duiing the business session, It 


vas voted to pledge 5300 to the 
iirnace fund and plans were made 
:or a "smoigastaord" to be seivecl i 
October 20 in the 
paush house 


rom 5:00 to 8.00 o'clock, with 
Mrs. Aivid Gruber 
as 
general 


chairman, and captains Mrs 
My- I j 


•on Ludwick, Mrs. Gayle 
Meley 


and Mrs. 
Aithur 
Stanton 
in 


charge 
I 


The next meeting will be Elec- 


tion Day. November 6, with a din- 
ner, bazaar and rummage sale in 
the parish house Members are re- 
minded to bring parcel post pack- 
ages to the next meeting; 


In conclusion, lunch was served. 


MORE THAN EViR, IT PAYS 


O SH6i» PENNEY'S DURING 


PARENT-TEACHER UNIT 
EXPRESSES GRATITUDE 


The St. Joseph Parent-Teacher 


Unit wishes to express its grate- 
ful appreciation to each and every- 
one who in any way rielped to 
make 
the 
Spaghetti 
Supper on 


Tuesday evening such a big suc- 
cess 
It is estimated that 600 per- 


sons were served by a committee 
who worked very hard but very 
capably and special 
thanks to 


Benny Scalise for donating the 
printed tickets 


Also appreciated were the apple 


pies donated by members of this 
unit. The co-chanmen for this af- 
fair were Mrs. Freda Davis and 
Mrs Jennie Book with Mrs. Mary 
Rizzaidi in charge of the cooking 


CHURCH BENEFIT 


Wrightsville—Pete Faust will be 


auctioneer for the annual Harvest 
Sale to be held in the basement of 
the Community church Saturday 
at 8:00 p. m Special features will 
include a Parcel Post booth and 
Fish Pond, and there will be re- 
freshments. The public is cordially 
mvited. 


SOUTH STREET PTA 
CHANGES MEETING 


Members of South Street PTA 


are advised their regular meeting 
lias been changed fiom next Mon- 
day to Wednesday, October 24, at 
8.00 p. m, because of the PTA 
Council-sponsorede "Dusty Owens 
Radio-TV Show" scheduled on the 
earlier date, 


For the program, Joseph Wil- 


liamson, administrator of Warren 
General Hospital, will be 
guest 


speaker. Teachers will be in their 
classrooms at 7-30 p. m. to con- 
fer with parents. 


WANDA LUCAS 


PLANS OPEN CHURCH 


Miss Wanda Lucas, 10 V 
2 Walei 


street, daughter cf Mr and Mrs 
Dave Lucas of Youngsville, will 
observe open church 
Saturday, 


October 20 for her mainage to 
Carl Arnold, son of Mr and Mrs 
Earl Arnold, also of Youngsville. 
The ceremony- will take place at 
2.00 
p. m. in Grace Methodist 


chinch. 


All sizes 


N«nv colors 


styles 


$1.00 Deposit will Hold 


Your Selection 


. A. M. ONLY 


Famous Make 


39c 


51 Gauge, 15 Denier 


TRVINEDAL-B PTA 


PLANS NEW PROJECTS 
| 


Mrs. R. Stanley Doebler piesid-] 


ed for the October meeting of Ir- I 
vinedale PTA, v.ith Mis. Donald' 
Cuitis in charge of devotions and 
group recital of the Lord's Prayer 


The finance committee announc- 


ed two fund-raismg projects of the 
near futuie. 
Orcleis 
aie 
being 


taken for brushes and mirrors, and 
a traveling basket is planned. The 
president announced the member- 
ship drive will be concluded in No- j 
vernber. Attendance aw aids v^eie 
won by Mrs 
Norris' 
and Mrs. 


Hunters rooms. 


Mrs. Gerald Archibald, repre- 


sentative to the Citizens' Commit- 


I tee for a New High School, re- 
ported on progress of that group 
ajid had aji architectural drawing ] 
available for inspection by those 
interested. 
° 
' 


Mrs. Mary Curtis Brownie lead- 


er, presented a report; the presi- 
dent spoke 
on 
the 
Communitv ' 


Council Scholarship 
Committee 


meeting, and Mrs. Joseph Mathis 
wag appointed to represent the 
unit in support of this project 


Mrs. Mathis, program chairman, 


introduced Robert Hockenbcrry, 
| assistant superintendent of county 


j schools, whose topic was "Our 
School Board—What It 
Does". 


From 
an 
attractively-arranged 


table, Mrs. Charles Schaffer and 
her 
committee served 
icfresh- 


menta. 


Does your vault 


hold "buried 


treasure"? 


IF you've kittled your out- 
moded diamond rings or pins 
in your vault or jev.el box .,. 
Jet us restore them to magical 
life again1 In one of our smart 
new settings, your treasured 
gems will look modern and 
fashionable . . . bring you new 
pleasure, new compliments. 


s 


206 Liberty St. 


WARREN, PA. 


BUT U. 8. SAVINGS BONDS 


Jgntzen Girdles and Bras 


HOLEPROOF HOSIERY 
IRISH LINEN HANKIES 


and GIFT ITEMS 


Agnes C. Johnson 
Warren Nat'I Bank 


Choose from our wide mod- 
cralely-priced selection Orciis- 
foiij fkctcliesivtll be submitted 
nit/tout obligation. 


A. C. Kirberger 


"Established 1870" 


WE MAKE NO BONES 
ABOUT OUR SKELETONS! 
Yes, 
these Penney skele- 


tons are really great, and 
so are al the other exciting 
Penney 
Hallowe'en cos- 


tumes. Of rayon taffet and 
cotton. Each is treated to 
temporarily retard flame. 


1. 
2.66 


sizes small, 


medium, large 


Machine washable cor- 
duroy crawlabouts with 
elastic backs! Tacked at 
strain points. It pays to 
buy 'em at Penney's! V? 
to ^ 
$1.00 


GIRLS 


Printed Flannetettt 


Cotton 


PAJAMAS 


Two styles in colorful 


new 1956 prints. 


Save, only 7 
\J$j 


sizes 4 to 16 


MACHINE WASH THESE 
HI-COUNT CORDUROYS 
Real casual class! Shirts 
made with Penney's% own" 
Towncraft® "dressy" styl- 
ing and comfort fit.., plus 
an unusually fine'pinwale 
f abic ... as practical as it. 
is handsome. 
extra large 


Values 
nelette 


in printed flan- 


. so pretty! 


Proving it pays to shop 
at Penney's! Full length 
gown, 34 to 48. 


SPECIAL BUY FOR MEN! 
COTTON SUEDE SHIRTS! 


NEW, LOW 


PENNEY PRICE 


BLANKETS 


Beautiful floral prints. 
Rayon, cotton, nylon, 


o-nty 
eoch 


Sin* 72 x M 


It pays not to miss this 
special buy at Penney's! 
Warm, Sanforizedt printed 
flannel in a choice of all new 
plaids. Lined sport collar, 
adjustable cuffs. Machine 
wash in lukewarm water. 
(Won t "shrink more than 1% 


sizes small, 


medium, large 


Girls' Loden Type 
DRIVING JACKETS 


Water repellent, cotton pop- 
Jin shell, quilt lined, barrel 
peg buttons 
P* f" IF 


Special Penney payoff 
savings on men's 100% 
nylon stretchable socks! 
Plains or fancies in three 
perfect fit. sizes. And 
man, what long wear. 


sizes small, 
$1 
v I 
medium ?org« 
far 


SAVE ON FULL WEIGHT 
MATCHED ARMY TWILLS! 
For durability and action- 
free fit! It always pays to 
get Penney's cotton work 
twills. 
Particularly when 


you can get a special price 
like this. tSanforized, ma- 
chine wash. 
fWon't shrink mere than 1%. 
IVi-«..TwMI Pouts $2.79 — **n. Twin Shlrti $2.1* 


" 9 
' BM| ' "* 


Xw*~*~*W^HII^RLkMM*A** 


498 


.**•" 


W A R R E N , P A . 
1 I M E S - M I R R O R , 
T H U R S D A Y , 
O C T O B E R 
1 8 , 
1 9 5 6 
S E V E N 


TWO BIG DAYS LEFT 
20th 


ANNIVERSARY 


SALE 


Anniversary Special 


SMART LIVING ROOM 


The scoop of this sale. A price we 
can hardly believe ourself. Come 
in, you be the judge of the modern 
colonial. SAVE $50.00. 
$ 


I 
! 


Yours For This 


• ANNIVERSARY SALE 


Two 2-piece Sectional Krohler 


Living Room Suite ..245.00 Now 199.00 


Massive 2-piece Kroehler 


Pillow Back 
329.95 Now 275.00 


One. 2-piece 
' 


^Wobl Frieze 
219.00 Now 159.95 


This one we don't want— 


"You can have the 2 pieces for 
99.95 


Two only 


Sofa Beds 
Reg. 109.95 Now 84.88 


Studio Couch 
Reg. 99.95 Now 74.88 


One Kroehler 
- 
"" " 
=' 


Hide-a-Bed ., . .Reg. 349.95 Now 269.88 


A real bargain 


Buy Now for Christmas 


3-Piece 


Lamp 
Reg. 34.50 Sale 27. 


Occasional 


Swivel Rockers .. .Reg. 42.50 Sale 32.88 


Lounger 


Chair 
Reg. 99.95 Now 69.88 


Upholstered 


Rocker 
Reg. 54.95 Now 44.88 


Mahogany 


7-drawer Desk . . .Reg. 49.95 Now 37.88 


Oak 7-drawer 


Desk 
Reg. 49.95 Now 37.88 


Kroehler TV 


Swivel Chair 
Reg. 59.95 Now 48.88 


Chrome 


Smoker 
Reg. I 1.99 Now 9.88 


. I n ti / r *>f *.s*f f * i/ Spec In I 


NEW 5-Pc. DINETTE 


A, pace-setter for any home — a 
price setter for this sale — never 
again at this price. 
$6488 


Modern Wrought Iron or Chrome 


SAVE $55 From Open Stock Prices 


I 847 Rogers Bros. 


V2 OFF SALE 


Open Stock Price 
$104.95 


You Save 
55.00 


YOU PAY ONLY . . . . $49.95 


Shop Early for Christmas 


$5.88 


24 Piece 
Stainless Steel Set 
"95 


30 Piece 
Stainless Steel Set 
""•' 
14- 
95 
*9.98 


4 Piece Chrome Electric 
PercoSator Set 


Electric 
Sandwich Grill 


$39' 
5 


Aeg. $12.95 


$18.88 


$5.88 


DIAMOND SPECIAL 


¥4 


Karat 


$ 89.95 
$300.00 
$175.00 
$275.00 
$150.00 
$180.00 
$100.00 
$100.00 
$350.00 


s 
50 
Ladies' or 


Man's 


Ladies' Solitaire 
$ 39.95 


Matched Set 
$199.95 


Gent's Solitaire 
$ 99.50 


Matched Set 
$129.95 


Matched Set 
$ 85.00 


Gent's Cluster 
$ 75.00 


Gent's Solitaire 
$ 39.95 


Ladies' Cluster 
$ 29.95 


10 Stone Matched Set . . .$180.00 


MEN'S. LADIES' RINGS 


SKOAL CROW Of MUM 


10K GOLD IINCS FOI MEM 
AW WOMEN 


IASYTMMS j 


MORE MASSIVE 
"" 


IN SOLID ttK (OLD -:\ 


FOR MEN AND WOMEN 


JUST PAY WKKLY 


BIG JEWELRY SAYINGS 


Whito nnd Colorad Stone 
$7.50 Rhinestone Necklace 
$1.88 


$2.00 Earrings 
48c 


RhmssJono—Colored Stones—P«nrl 
$3.00 Earrings 
88c 


$10 Necklace & Earring Set 
$3.88 


$19.95 Necklace & Earring Set $9.88 


Men's and Ladiej' 
Expansion Bands 
v"-">5" $1.88 


Slashed to fl New Low 
Pocket Watches "* "*- 
NOW«1.88 


A TERRIFIC 
VALVE 


ONE LOT 


, ~ Take Your Pick—Every 


END TABLE, LAMP TAEJ.S 


AND COFFEE TABLE 
Cut at Least 25% to 75% 


You cannot go wrong on these stu- 
pendous bargains 


25% 


to 
75% 


? * 
5t 


j 
t! 


*j 
I 
1 


4 
r! 


-- Hollywood 
HEADBOARD 


COMPLETE 


Dress your bedroom 
in. the latest style. 
Hurry! they won't 


last long 


Regular $79.95 


LAMPS 


Mony styles, colors 
and shapes to choose 


from 


Prices start at 
$3 


Bunk Beds 


A Space Saver for Your 


Boys' Bedroom 
Regular $119.95 
$ 


Complete 


BOX SPRING MATTRESS 


Prices are up on mattresses, but we scooped the market. 


Never again will you see values like these. 


39.95 Innerspring Mattress or Box Springs 27.88 


49.50 Innerspring Mattress or Box Springs 34.88 


59.95 Innerspring Mattress, NOW 
49.95 


Made by Makers of Serta 


3-piece 
Modern Bookcase Bed—With 


Spring, Mattress Reg. 389.95 Now 319.88 


3-piece Mahogany Bedroom Suite 
Complete with 


Springs, Mattress Reg. 379.00 Now 299.88 


3-piece Bookcase Headboard Bed, 
Dresser, and Chest—Very Modern 


Seafoam Mahog. Reg. 269.96 Now 209.88 


Open Maple Colonial 
Bedroom Furniture 


-piece Suite 
89.05 


Any piece can be had separately 


BUY AT THESE PRICES 


DEEP FRYERS ^ $9.88 


ALL METAL KITCHEN 
Keg. $15.00 


TABLES & S1OOLS $7.88 


ELECTRIC 
HOT 


ELECTRIC 
HAIR 


. . . $4.88 


Clocks - Clocks - Clocks 


WESTCLOX BIG 
Alarm Clocks 
*•* * 
698 
$4.88 


WESTCLOX BI6 BEN 
Alarm Clocks 
*** > 
795 
$5.88 


SESSIONS ELECTRIC 
Alarm Clocks 
Re° 
$6- 
95 
$3.88 


LUX 
Alarm Clocks 
*•* -* 
4- 
95 
$1.88 


Large Selection Electric 
Living Room Clocks 1/2 Off 


Ladies' 


Electric 
SHAVER 


$3 


Electric 


TOASTER 


2-slice 


Reg. $24.95 
$12 


Solid Gold 
BABY 
RINGS 
39' 


Service for 12 
DISHES 


S1Q95 
19 


We Replace All Broken 


Dishes for 1-year 


ALWAYS 4-WAYS TO BUY AT— 


334 PA. AVE., W. 


LAZY 


SUZANS 


E I G H I 


U J - iVI I 
1 ( I O «\ 
W /A is. l< c N , , P A , 


Society 


WARREN GRANGE MEETING 


The regular meeting of Warren 


Grange No. 1025 was held Monday 
evening, with 
Master 
Gilbert 


Tucker in the chair and 50 in at- 
tendance. Prayer by the chaplain 
was followed by group singing 
and the Charter was draped for 
Mrs. Mary Peters. 


At the brief business session it 


•was voted to give the Community 
Chest $5.00. The auction of the 
Harvest Home produce, brought 
by members and consisting of 
vegetables, flowers, jellies, canned 
fruits and baked goods, was held 
and $23.10 was realized. Refresh- 
ments were served by the com- 
mittee in conclusion. 


The next meeting will be a tur- 


een dinner November 5 at 6:30, 
followed by an illustrated lecture 
by Mr. Huck, of the Bell Tele- 
phone Company at 7:30, and the 
regular session will be at S:00 
o'clock. 


PAST GRANDS' CLUB 


Lady Warren Rebekah Lodge 


Past Grands' Club will meet Mon- 
day evening at the home of Edna 
Davis,, with Edith Check, Edna 
Davis and Esther Christensen in 
charge. 


At the last meeting of this 


group, held in the IOOF Hall, the ; 
committee was comprised of Em- j 
ma Strong, Gertrude Briggs and ! 
Maude Bright. Following the busi- 
iness meeting Donald Huck show- 
ed Bell Telephone Company slides 
and other scenes, and the evening 
concluded with refreshments. 


SCOUTS ELECT 


Sugar Grove—Busy Bee Patrol, 


of Girl Scout Troop 6, held its 
meeting Monday night in home 
economics house, the eight girls 
present elected the following to 
serve as officers: President, Shar- 
on Atkins; vice president, Janet 
Gruber; scribe, Jean Allen; treas- 
urer, Mary Sweeney. Announce- 
ment was made of the Round-up 
Party at the Warren Methodist 
church for all junior and senior 
Scouts of the county. 


DELUXE SHOES FOR BOYS 


LITTLE GENT'S BROWN 


BLUCHER OXFORD WITH 


SHARKSKIN TIPS 


Sizes to 3 Widths B, D 


"Mannish Styles" 
in Good Rugged 
Shoes for School 


or Play 


Little Gents 
Sizes to 3 


B-C-D Widths 


The Popular Moccasin Toe 


Brown Elk Oxford 


BIG SAVINGS 
RIGHT NOW! 


Now it can be tolcL.the Big News about all of 
the wonderful bargains in our tremendous 


METZGER-WRIGHT'S SHOE DEPT. 


Obituaries 


Funeral Information Will Be , 


Found Under Another Heading 


PLEASANT TRIP 


Mr. and Mrs. Raymond M. E.app, 


8 Kenmore street, have returned 
from a delightful vacation trip to 
Key West, Fla., traveling south on 
the west coast and returning the 
east coast way. They visited Silver 
Springs, Weeki Wachee Springs, 
Rtngling Museum, Cypress Gar- 
dens, Eok Tower, Marineland, St.. 
Augustine, and many other points 
of interest en route. 


PTTTT.T.TP HESSE 


Funeral services in memory of 


Philip Hesse, of North Warren, 
were held at 11:00 a m. Tuesday, 
with the Rev. Robert C. Knapp 
officiating and commitment fol- 
lowing in Erie cemetery. 


Mr. Hesse was born in Erie on 


March 30, 1873, and spent most 
of his life in that city. 


LUTHERAN NOTES 


Thursday—8:00, 
Saron 
Bible 


Class will meet at the home of Mr. 
and Mrs. Joseph Swanson. 


Friday—3:30, Saron confirma- 


tion class; 8:00, Berea Luther 
League will be entertained at the 
home of Mr.' and Mrs. Brezelle, 
with Ruth Brezelle, Mr. and Mrs! 
Raymond Nelson entertained and 
Florence Carlson in charge of the 
program. 


MEETING TONIGHT 


Warren Art Group members are 


reminded they are to gather at 
the studio in the Medical Center 
this evening to hear a lecture 
given by Carl Sorenson. 


. MRS. NED HARTSELL 
Attention is called to an error 


in announced time of funeral serv- 
ices for Mrs. Regina Agnes Hart- 
sell, "Wife of Ned Hartsell of Oil 
City and sister of Mrs. Andrew 
Donick of Warren. The service will 
be held at 10:00 a. m. Friday in 
St. Joseph's church in Oil City, 
with interment 
following in St. 


Joseph's cemetery in. that city. 


HOSPITAL AUXILIARY 


A good turnout is hoped for at 


the sewing meeting of Warren 
General Hospital Auxiliary, sched- 
uled at 1:30 p. m. Friday in the 
hospital directors' room. 


GARLAND DRIVE 


A door-to-door canvass for Boy 


Scout funds in the Garland area 
will be made tonight by committee- 
men of Cub Pack 24. Territory to at RusselL 
be solicited will include Torpedo, 
Cole Hill, Mickle Hill, Mooretown, 
and Garland. 


MRS. FATE THOMPSON 


Mrs. Faye Thompson, 200 Water 


street, died at 
Warren General 


Hospital at 9.27 a. m. Wednesday, 
having been a patient there for the 
past 10 days. 


Born in Hamlet, N. Y., August 


7, 1885, she 
had 
been known 


throughout this area as maker of 
"Mrs. 
Thompson's 
Homemade 


Bread". Living at Venturetown for 
40 years, she had lived with her 
son, Albert, in Bronxville, N. Y, 
for the .last four years, returning 
here only three months ago. Oth- 
er survivors are two grandsons, 
Phillip and Mark. Her husband, 
Allen A. Thompson, preceded her 
in death in April, 1952. 


Mrs. Thompson was a member 


of W e s t m i n s t e r Presbyterian 
church in Yonkers, N. Y., and the 
Rev. Robert C. Knapp, of 
the 


North Warren church, will conduct 
funeral services in her memory at 
11:00 a. m. 
Saturday. Interment 


will follow in Pine Grove cemetery 


&SALE 


NOW GOING 


ON 


Rabbl Moses Tendler of Yeshiva 


University is also a United States 
Public Health Service bacteriolo- 
gist for research in Vitamin B-12 
and hemoglobin. The latter two are 
for solving problems of anemia and 
leukemia. 


CHARLES A. ANDERSON 


News has been received here 


that Charles A. Anderson, Kinzua, 
suffered a heart attack last night 
and was pronounced dead on ar- 
. , 
" 


., 
P ~ 


TODAY Is pay day ror all who 


have classified ads. 


Rip Van Wink!e~ 
Couldn't Sleep with 
Nagging Backache 


Now! You can fret the fa=t Telieljoii need 
from nagffinfc bacKache. headache and mus- 
cular aches and pains that often cause rest- 
less nights and miserable tired-out feelings. 
"When these discomforts come on •with o\ er- 
«3certion or stress and strain — 3011 "want 
relief —-want it fasti Another disturbance 
ma]r he mild bladder irritation following 
•wionp food and drink — often setting up 
* restless uncomfortable feeling. 


For quick relief get Doan's Pills. They 
"work fast in 3 separate "ways; 1. by speedy 
pain-relieving action to ease torment of najt- 
KinK backache, headaches, muscular ache's 
and pains. 2. by their soothing: effect on 
Bladder irritation. 3. by their mild diuretic 
action tending to increase output of the 15 
miles of Iddney tubes. 
Find out how quickly this 3--way medicine 
Soes to trork. Enjoy a. good night's sleep 
and the same happy relief millions have for 
over 60 years. Ask for new, large size and 
»»ve money. Get Doan's Pills today I 


tal shortly after midnight. A com- 
plete obituary and 
funeral 
ar- 


rangements will be published to- 
morrow. 


RALPH MANNO 


Ralph Manno. 1(H North Carvei 


sticet, died at T'OO a. m toclav at 
Warien General Hospital, aged 78 
years. 


Mr. Manno was bom in Serra 


St. Bruno, Italy, on November 19 
1877, but had been a resident of 
this community for the past 45 
years and was an employee o 
Crescent Furniture Company. 


Surviving are two sisters, Mrs 


Domonick Pasqumo, Warren, and 
Miss Immacolata Manno, in Serra 
St. Bruno; and seveial nieces and 
nephews. His wife, Elizabeth, pre- 
ceded him in death in 1943. 


Mr. Manno was a member of 


Holy Redeemer church and funeral 
services will be held there at 10.00 
a. m. Saturday, with ir.terment 
following in St. Joseph's cemetery. 


' BUYS ENOUGH VARNISH 


FOR Va YOUR FLOORS 


TWO CANS (same size) 


for the price of one PLUS 1£ 


HOCKSPAR 


VARNISH 


FOR WOODWORK, fURNITURI AND FLOORS 


7.15 per GaL, or 2 Gals, for 7.16 


2.19 per Qt., or 2 Qfs. for 2.20 


1,29 per Pint, or 2 Pints for 1.30 


Tray and Roller Kit 


Regular 1.69, Now ^8C 


METZGER-WRIGHT'S 
WALL PAPER and PAINT DEPT. 


2ND FLOOR 


TAPPAN RANGE AWARD—On a recent trip to New York City, 
Mrs. Karl E. Petersen, 107 Crescent street, attended the "Johnny 
Olson Show", a television production sponsored by the Tappan Stove 
Company, and was winner of a beautiful gas range. Mrs. Petersen 
is pictured in the above Timesphoto bv Saylor with Wayne Painter, 
who will make the installation for C. Beckley, Inc., Warren's original 
Tappan Range dealers. 


Funerals 


ment, will follow in Pine Grove 
cemetery at Russell. 


-v 
INJURED AT TITUS VILLE 


CLASSIFIED ADS accepted un- 


til 11 a. m. on day of publication. 


WATERPROOF and beautify your cellar ali at 


once with DRY LOK. 


cement- and masonry 


In white and colors. 


SERVICE HARDWARE CO. 


414 Penna. Av«., W. 
Phone 4247 
We Deliver 


- .J ........ '.:-: — : 
- : 
- — 


KAJJPH MANNO— 
Friends -nill be recehed at the 
J^eo D- Gibson Funeral Home at 
the usual callinsr hours, starting 
at 30:00 a. m. Friday, and the 
parish rosary 
\\ill be recited 


there at 8:00 p. m. Friday. Fu- 
neral services vri]l be held at 
10:00 a. m. Saturday at Holy Re- 
deemer church, -\vith interment 
following in St. Joseph's ceme- 
tery. 


MRS. 
FA YE THOMPSON— 


Friends will be received at the 
Lutz-YerJIilyea Home at the us- 
ual calling hours, starting at 7:00 
p. m. today, and services wiJl be 
held there at J] :00 a. m. Satur- 
day. The Rev. Robert C. Knapp, 
of North Warren 
Presbyterian 


church, irill officiateAand intcr- 


Titu5Vil!e Herald: Ned Zaffino, 


24, of 
Warren 
suffered a badly 


bruised right foot yesterday when 
his foot was caught between a 
truck and a septic tank he was 
helping to unload. Mr. 
Zaffino, 


who works for the Warren Con- 
crete Co. was discharged after 
treatment in the emergency room 
of 
the 
Titusville Hospital. No 


bones were broken. 


YOUNGSVILLE 


Youngsville—Mrs. Berger 
Hal- 


verson, of Naples, who 
suffered 


severe burns recently, is reported 
much improved, according to word 
received by her aunt, Mrs. Earl 
Young. 


Robert and Donald 
Kellerrnan 


BABY 
RNITURE SALE 


ONLY $5 DOWN DELIVERS! 


Full Paneled, Double Drop Side 
BABY 


Full paneled head and foot . . . double drop sides ... 
plastic teething rail. This is a wonderful center of attrac- 
tion In your childs room. A truly beautiful crib in rich 
hardwood. The spring can be moved to 4 different 
heights. The lucite wheels make room changes simple. 
Easily folds for storage or moving. Come in today for 
yours ... in maple, wa)t or greystone. 


Posture-Perfect, Innerspring 


CRIB MATTRESS 


"Dumpling" 
crib 
mattress with 


patented Firm-O-Flex innerspring 
unit. 
Smooth, tufHess sleeping 


surface for baby. Generously up- 
holstered with white cotton felt. 
The wetproof plastic cover fea- 
tures a juvenile print on a white 
background. 


High Count Muslin 


CONTOUR CRIB SHEETS 
96 


They hug the mattress with never a Wrinkle or 
rumple. Cut exactly to ft a standard 27" by 
52" crib mattress. White and pretty pastel 
colors. 


Maple or Waxed Birch Finished 


5-Drawer NURSERY CHESTS 


$36 


» 41 Winches 


high 


• 29-inches wide 


Well-made, with cen- 
ter 
drawer 
supports, 


deep finish, lucite cas- 
ters. The maple and 
waxed 
birch 
finishes 


will blend in perfectly 
with your new crib. 
Come in today and 
make your selections. 


Comfortable 
Car Bed 


5 


Baby will travel in com- 
fort in this bed. May be 
lifted out and used for 
earring baby from car to 
crib. 


Sturdy 
Stroller 


A sturdy stroller with 
plastic 
seat 
and 
back. 


Light weight. Folds for 
carrying in the car. 


SPECIAL 
Hampers 
4 


White 
wicker hampers, 


w a t e r proofed lining. 
Wood construction inside. , 
Pastel colored tops. 


Baby 
Bassinette 
10 


White bassinette in wicker 
on metal base and roller! 
for easy moving around. 


Sturdy Hardwood 
Nursery Chairs 


5 


Train your baby the easy 
way . . . with one of these 
c o m f o r t a ble 
nursery 


chairs. Natural wood fin1 


ish, with 
a 
removable 


tray 
and pottie. 
Birch 


color only. 


Baby 
Carriage 


Save on this Baby Carriage 
by a famous maker of the 
best. Come in, let us show 
it to you. You'll know the 
make at once. 


Bathinette 


It so much easier on Mother 
to bathe baby in a bath-' 
inette. Complete with hose.. 
Folds away when not in use. 
The lop folds back and is 
easy to pull up for use. 


Sturdy Hardwood, Fold Away 


PLAY YARDS 
12 


Regular, full size play pen that foldl 
compactly ior. convenient storage. Th» 
bottom is ten inches off the floor t* 
keep baby safe -from drafts. Easy-rol- 
ling casters let you move it withouf 
trouble. Play beads keep baby occupied 
•while playing. See yours tomorrow. ..' 


SEE THESE NOW ON METZGER-WRIGHFS THIRD FLOOR 


•visited in Buffalo over the week- 
end. 


Mrs. Edith Flynn and her. aunt 


were here from Tionesta Monday 
to call on Mrs. Warren Jones and 
her mother, Mrs. Tilda Hendrick- 
son. 


Weekend guests at 
the Mark' 


Shunvm home were her 
brother, 


Emory Johnson, New York; Mr. 
and Mrs. H. L,. Shurwin, Mt. Jew- 
ett; A. L,. Shurwin, Bradford; Mr. 
and Mrs. J&mes Soule, Jamestown. 


Mrs. Irene Carey and son, Wil- 


liam, and Marian Roe, of Bowl- 
ing Green, O., 
were 
weekend 


guests of Mrs. Margie Finlan and 
the Mariner families. 


Mrs. Jennie Finlan, Mrs. Rose 


Sullivan and Mrs. Margie Finlan 
attended the wedding of Diantha 


Chesnutt .In Warren. 


The 
Mississippi 
River 
flow! 


2,348 miles from 
Lake Itaaca, 


Minn., to Southwest Fasi en "th"t 
Gulf of Mexico. 
r 
' 


W A R R E N , 
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Scouts Reminded 
Of the Jamboree 
Deadline Nov. 1 


Boy Scouts are reminded in the 


latest official 
Scout publication 


that each troop and post has only 
until November 1 to take the 
space being held for one represen- 
tative to the 1957 Jamboree at 
Valley Forge. 


On November 2 Jamboree reser- 


vations "will be opened on a first 
come, first serve basis, according 
to Leo Rapp of Post 13 who will 
.act as Jamboree Scoutmaster. His 
-assistants are Jim Palmer of 
Troop 2 and Paul Grosch of Troop 
13. 


So far reservations for a single 


representative have been received 
from Troops, 13, 15, 12, 9, 2, 31, 5 
"and 27, and from Posts 13, 31 
and 2. 
V The Boy Scout publication also 
tiiStes that on the Honor Roll for 
""membership during June, July, 
^August and September were Packs 
lit and 24 and Troops, 7, 31, 2, 27, 
135, 9, 14, 36 and 10. On the Ad- 
iivanceinent Honor Roll during1 the 
""same period were Packs 24, 50 
fand 14 and Troops 31, 33, 6, 9, 5, 
-10, 14, 13, 2 and Posts 31, 9, 35 
(and 2. 
4 It is reported that through the 
jjfcourtesy of Troop 9, all troops 
jniay now have use of a trailer by 
fpaying $1.50 a day for mainten- 


t* It i* noted that delays in regis- 
|tra.tion may now be apparent at 
sfirst because since August 1 all 
£unit charter applications and en- 
irollments are being written at the 
-National Office. 


>; Those wishing to contribute to 
i-th« scouts in other than coin are 
..reminded of the tax deductions 
Vwhen objects such as paintings, 
'stamp collection, rare books, etc. 


-donated. 


Candidate Clark Renews 
I Challenge for a Debate 
ft 
s" Pittsburgh 
(.ff) — Democratic 


f.senatorial candidate 
Joseph S. 


jClark said today that "Repubh- 
-*cans don't dare discuss specific 
definite issues. They would lose 
the election If they did." 


Clark,' in an address prepared 


for delivery before the Harvard- 
Princeton-Yale Club, aaid he was 
iBtill waiting for his opponent, Sen- 
atorial James Duff (R-Pa), "to 
^accept one Of the many invitations 
w« have had to debate the issues 
of his campaign. I don't mean sit 
-on the same platform with me; I 
mean debate." 


Clark and Duff appeared jointly 


last Saturday at a dinner meeting 
of the Pennsylvania 
Newspaper 


Publishers Association in Phila- 
delphia but gave separate talks. 


GEORGE PLANS TRIP 


Hamsburg 
(JP)—Gov. 
Lead- 


er's office said today the governor 
"likely will go" to Springfield, HI. 
Oct. 25 to attend a Democratic 
"Farm Day" rally on the invitation 
of Adlai Stevenson. Thomas K. 
Hodges, the governor's press sec- 
retary,,said Leader probably would 
accept the Democratic presidential 
candidate's invitation to make a 


, last appeal to the farm vote before 
the Nov. 6 election. 


SMAIX PLAXE CRASHES 
Washington, Pa. (&) — A 28- 


year-old Pontiac, Mich., brick- 
layer escaped injury yesterday as 
his light plane ran out of fuel and 
crashed in a field near Claysville, 
12 miles south of here. 
State 


State police said the pilot, Nicho- 
las Mazella, told them he \vas en 
route to Uniontown, Pa., to at- 
tend the funeral of a relative. The 
~craft became lost in heavy fog. 
i The plane snapped a power line, 
knocking out service to homes in 
the area for two hours before 
-emergency crews made repairs. 


VETS' COMMISSION 


Harrisburg 
(JP) — Governor 


Leader yesterday appointed these 
officers of State Veterans Associa- 
tions to the Pennsylvania Veterans 
Commission: Morton Fromm, Lock 
Haven, commander of the Penn- 
sylvania 
Veterans of Foreign 


Wars; Samuel J. Procopio, Phila- 
delphia, commander - of the Penn- 
sylvania American Veterans of 
World War II; Frank A. Taylor, 
Beaver Falls, commander of the 
Pennsylvania Disabled American 
Veterans; and Joseph P. Gaven- 
onis, Mildred, commander of the 
Pennsylvania American Legion. 


REINFORCEMENTS 


Amman Jordan (5»)-T\vo Hawk- 


er Hunter jets. Britain's latest 
type of fighter, arrived at the 
Royal Air Force station at Am- 
man today to reinforce British jet 
squadrons Tierc. More Hunters are 
expected to arrive in Jordan soon 
from Cyprus to underline British 
support for the government of 
King Hussein, facing a crucial 
election Sunday which the Western 
powers fear will spark internal 
trouble. 


FATAL COLLISION 


, Phillipsburg (JP) — james L. 
Messenger of Catham, N. J., was 
killed yesterday as his station 
wagon was rammed by a cement- 
laden truck which police said went 
out of control while descending a 
"mountain grade. 
i 


A3IONO FIRST 


James Wilson, of Pennsylvania,- 


"# signer of the Declaration of In- 
-dependence, wag one of the first 
Associate justices of the U. S. Su- 
preme. Court 


METZGER-WRIGHT'S—The Fashion Center in Warren 


Noiv in Print.., 


The Dress Plus Jacket 


for Misses and half sixes 


\ >«*• 


First edition prints with double the fashion 
life . . . don the jackets for afternoon wear, 
off for after dark occasions! Young, slim- 
line skirts give you A lean and lovely look. 


Above: White 
collared 
ensemble with 


pleat 
and 
rhinestone 
sprinkled 
jacket. 


Sleeveless dress with square ^ y| QP 
neckline. Sizesxl4l/2 to 22l/2. " •• * & 


Above: Sleeveless sheather wHh ascot tie 
and 
tabbed 
detail, 
tabbed 
burton-up 


jacket. Misses' shos. 
Ij JA QC 


Mr. E. J. Leonard, Fur Consultant,— HERE! 


-QMQRROW & SATURDAY 
October Specials! 


Left: Scoop neck dress takes a velvet col- 
lared, velvet tabbed 
jacket with rhine- 


stone trim. 
14l/2 to 20l/2. 'I A 
QC 


Your Best Buy ALLwciys 


Ebony dyed 
1 


Brown &. Grey dyed 


Mink 
Mink 
S(|inrrcl 
lvcrbiau JLaml) 
Sheared Kaccooii 
Dycil JUoulon. processed 


I,amb 


And others 


Cape Sioles$149 


Capes. 


Coats$279 


lo $395 


EASY 
TERMS 
' 


Ton cdi'.'t ufj u, ' lo r//'\s 
-//;•> ,.o;: 'cij i'l selection 


All lura labeled to show 


country of origin. 


You'll Look So 
Lovely in This 
Quilted Cotton 
Brunch Coat 


The zipper front makes it fit 


you so perfectly. Full circle 
skirt makes you feel like a 
princess. % petal sleeves. - 


Rope tie belt. 
Solid color 


lining matches the contrast- / 


ing binding. In Aqua, Pink, ^ 
or gold. 


NOW... 
Is the Time 
To Select 
Your Fall 
Handbags 


frotn 


• Leather 
• Plastic Calf 
* Faille 
* Velvet 


• Clutches 
• Totes 
9 Top Handle Satchels 
• Vanities 


Now is the time to make that selection of your Fall Handbag tfiat will see you 


through the winter. The loveliest colors as well as black, brown, and navy. Some <sr« 


beautifully lined with leath'er. All exquisitely detailed. Choosa yours while th« 


selection is the best. 


FIN! 
PIGSKIN 
CLASSICS 


in slip-on style 


• washable 
• wonder-wearing 
• hand-details 


98 
vU 


You would expect to pay $5 


a 
pair f o r 
this 
quality! 


Superior leathers tanned to 


a velvety softness with the 


neat, taailored trimness you 


love. In cork color. 


-ANNUAL 


NT SALE 


:t,a ^! 


Our Exdsuive 
NYLONS 


15 denier 
400 needle mesh 


Reg. 
1.09 


51 gouge, 30 denier 
60 gauge, 15 denier 


Reg. 
98c 


51 gauge, 15 denier 


Keg. 
89c 


Now the sale Warren waits for! You save so much during this sale you can afford a 
complete hosiery v/ardrobe! 
All first quality, lab tested and approved. New ankle- 


slimming heels, hairline seams. Perfect fittina. nrooortioned sizes. Hurry! Buy now 


for yourself ... for Gifts. 


Self or dark seams. Sizes Wi to 11. Fall shades. j* 


$*•*' ,- 


T E N 
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264,000 Game Birds 
Liberated in State 
Commission Says 


This 
information 
about 
the 


number of game-birds released by 
the state is contained in the weak- 
ly Newsletter issued by the Penn- 
sylvania Game Commission: 


About 264.000 game birds were 


liberated in Pennsylvania by the 
Game Commission this year or 
will be stocked in appropriate 
areas before the end of the 1956 
email game season. Following are 
details of these releases as pro- 
vided by the agency's Propagation 
Division. 


Ring-necked 
Pheasants: 
Ap- 


proximately 
52,000 
pheasants, 


about evenly cocks and hens, were 
turned loose this spring. 
Over 


17,000 of these birds, in the ratio 
of 1 male to 10 females, were re- 
leased last June. During the cur- 
rent month 22,000 cocks and 9,000 
hens will be liberated. 
During 


November, in-season releases of 
12,000 cock pheasants will be 
made. Final figures on the pheas- 
ant chick program have not been 
tabulated, but on the basis of the ; 
number supplied to qualified farm- 
ers and the percentage of rearing 
success last year it is anticipated 
approximately 130,000 of these 
birds will be liberated prior to and 
during the 1956 season. The ratio 
will be about 50-50, cocks to hens, i 


Bobwhite 
Quail: 6,000 quail 


were liberated on agricultural 
land in the Commonwealth this 
spring. 
The sex ratio was half 


males and half female*. In the 
summer 250 pairs of breeders were 
set free on farms. About 2,500 of 
these desirable little birds were 
released this fall. They will be 
about evenly males and females. 


Wild Turkeys: Approximately 


3,000 of these great birds, one gob- 
bler to 5 hens, were turned lose 
in appropriate places during the 
spring of this year. This month, 
prior to the opening season on 
October 20, about 3,000 young 
toms will be taken from harden- 
ing pens, where they have been 
conditioned to the wild, and lib- 
crated in likely mountain sections 
of the state. 


Ducks: 
Over 
7,500 
mallard 


ducks and 110 Canada geese wer« 
released by the Commission on de- 
sirable water areas within Penn- 
sylvania during 1956. 
All the 


ducks were banded with Pennsyl- 
vania Game Commission aluminum 
leg bands. The geese were banded 
with both aluminum and colored 
plexiglass bands. 


CORYDON 


Corydon—Methodist Ladies Aid 


will meet Wednesday with Rev. 
and Mrs. William Hills in Kinzua, 
a. tureen luncheon to b« served at 
1:00. 


The publicity committee an- 


nounces Kinzua Methodist church 
will celebrate its 108th Anniver- 
sary October 18 with a silver tea 
from. 2:00 until 4:00, and a tureen 
supper at 6:00. A cordial invita- 
tion has been extended to all in the 
Corydon church groups. 


Church of the Nazarene Mission- 


ary Workers met at the home oi 
Mrs. Richard Ruth, with Rev. Do. 
verspike leading devotions for the 
tureen dinner and the remainder Of 
the time spent in sewing for the 
hostess. Present were the pastor 
Mr .and Mrs. Alec Jarrett, Mrs 
Eugene Crooks, Emogene Crooks 
Mrs. Olive Fair, Mrs. Fred Davis 
Mrs. Sara Goddard, Mrs. Margare' 
Ruth, Mrs. Susie Ruth. 


Mrs. 
Wayne Ruth and Mrs. Free 


Davis, mothers of two local firs 
graders, attended a tea Friday af 
ternoon at West Branch School. 


The Fred Davis family has re 


turned from a visit in Pittsburgh 


Callers of Mrs. L,. J. Learn 


have "been Mr. and Mrs. Ralph 
Davis, Warren; Mr. and Mrs. J 
W. Learn, Jamestown. 
Warren, visited his parents, Mr 


Mr. and Mrs. Ralph Akers 


and Mrs. George Akers. 


Mr. and Mrs. Raymond Crooks 


Buffalo, have been guests at th 
J. K. Crokso and Nelson Crok 
homes. 


Mr. and Mrs. Charles Bennett 


and daughter, of Cassadaga, were 
callers at the Roy Bennett home 
while en route to Edinboro for 
Homecoming Day. 
Mrs. Frank 


Browne, Niobe, has been a caller 
at the Bennett home. 


Numerous repairs and minor 


changes at the Methodist church 
are progressing under the guid- 
ance of John Srickson. 


Callers at the George Crooks 


home have included Mr. and Mrs. 
Waller Crooks, Mr. and Mrs. Ray- 
mond Geiger and children, Sala- 
manca; 
Mr. 
and Mrs. 
David 


Count.1;, Bradford. 


FASHION 
$3.99 


SHOES 


for Women and Big Girli 


Always a big display for easy 
choosing. 1000 or more pairs. 


BARGAIN BASEMENT 


WARDEN. 


YOU CAN PUT YOUR TRUST IN "Super-fiighrQuality 
MEATS 


Beechnut Baby Food 


Strained 


Heats for Babies 


ih'l 
23e 


Swiff'i 


VA-9*. 


jar 


Spic £ Span 


lo-er box 27c 


83' 
**••«• ai« 
box 


Cascade 


for Automatic Dishwoshari 


41' 


7-RIB 
END 


ROAST 


•All Good Brand 


Super-Right Bacon- 


POB* 


LOIN END ROAST 39' 


4 to 6 Pounds 


box 


Dash Detergent 


Buy 9-lb. Carton 


Get Lorg* Box Free 


Short Shank 
| «• 
• B| 


GALAS 1 F«*h Fryers- 


Fresh Turkeys 
Sirloin Steak- 


deal 
•H*r 2.29 


Duz 


2 lerge bexei e5c 


giant 
box 


Lava Soap 


Th» Hand Soap 


21 


Libby Corned Bee! 


Lew Priced 
'£' 45« 


Kraft Oil 


it off deal — pint btl. 32c 


lOt off deal 


quart btl. 59' 


Oleomargarine 


2 £ 59' 


Orleans Dog Food 


Hors«m*ot 


16-ot. 
can* 


SALE 


SELECT, N.Y. STATE POTATOES 


Florida 


Ruby • Red Size 80's 
Celery 


GRAPEFRUIT 
Macintosh Ap 


Tube Tomatoes 


A&P's Own 
Cheese Food 


?ully Dressed 


2 Pounds and Up 


Oven-Ready i 
4 to 8 Ibs. 


-Ib.35 


Close Trimmed1 


Plain or Pimento 


I^WPTI rt HIT 
WHEilJ?BW»Dll 


Peanui Butler 


Sv/iffi In Decorertivn Glasi 


11 -oz. 
glati 35' 


Crisco 


I-lb can 37e 
31 95" 


2 r 75* 


Wisconsin Brick Cheese—Carefully Aged 


JANE PARKER BAKED GOODS 


Sugared, or Cinnamon Sugared 
DONUTS 


Potato Chips 
Cinnamon Loaf 


Appls Streussel Pis 


Dutch Apple Pie 


43" 


Oven-Fresh Cake 


Golden Loaf 


Big Cash Savings on A&P's GROCERY SPECIALS! 


Pink, Yellow or White 


Ib. 45* 


Golden Fluifo 


Mb can 37e 
3 £ 95' 


Heinz Soups 


Chicken Noodle or Mushroom 


3 
tan* 


Kolex 


box of 12—39e 


b« 
«f30 


A&P FRESH FROZEN-SLICED 


10-oz. 
pkgs. 


A&P BRAND-FROZEN 


T< 
Fries 


9-oz. 
pkgs. 


Kleenex- 
Prepared Spaghetti 4 
Ken-L-Ration 
Pancake Flour- 
Kraft Caramels 


Dog Food' 


•Sunnyfield- 


Smooth Spreading and Nutritious—Nutley 
Oleomargarine—2 ^ 


Burry Moonlight Mallows 
"j£ 29c 


Nabisco Cremes 
Or" -r Swh>——'"ptg 
0. 
1" 35c 


Burnett's Vanilla Extract 
1" 39c 


Specially Priced—Sunsweet 
Prune Juice 
Tuna Fish- 


chunkSlv" 


Siarkist Tuna Fish 
Woodbury Soap— 


BreosSO-Chicken 


Chunk Styl, 


Tuna Fish 
Chicken-0-S«,r 


Apple Pie Filler 
l«k*l-*- 


Frozen Fruit Pies 


Morton'» Appl* 


" Pooch or Ct«rry 


-Mr- 35c 
— 21c 


Herb-Ox Bouillon Cubes 
Oyster Stew— 
Uncle Ben's CoBTerted Rice 


Libby Beef Stew- 
24-oz. 


can 41c 
Swiii's Prem 


12-oz. 


can 43c 


Swiii's Fork Saasage- 
10-oz. 


can 43c 
Libby Cbili with Beau- 
24-61. 


can 43c 


AMEtlCA't fOtlMOSl fOOD MIAHEI . . . SINCt liST 


uper Markets 


TMt CHEAT ATLANTIC * PACIFIC TEA COMPANY 
Prittt Effect!** thru Oct. 20th 


Toilet Tissue 


Waldorf 


6 roii. 456 


Ivory Soap 


Personol Sii» 


16 
89* 


lona Peacbes 


Yellow Cling—Halve* or SlicM 


29-ox. 
can* 79' 


Sfa-Flo Starch 


Liquid 


"r 
1- as* 


Hud Towels 


Cannon 


aJ 


2Taw«h 


Candy Corn 


Worthmor« 
1± 25C 
bog •••• 


Egg Noodles 


Ann Pago 


2 * 49« - 


, PA. 
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OUT-TASTES EM ALL! 


Discover new "Krispy" flavor and texture now! 
Baked^the new Sunshine way, livelier, flakier 
KrispyASaltines make good cheese taste better 


, jihan'-everl! 


tttrspr FUVM 


fceepi 


•KRISPT* FRESH 


. tafely ttoltd in 


Mtlt MX HUK! 


RUSSELL 


iussell — Mrc. Avis Rosendahl 


hai received •vjord that her son, 
Lotia, has teen promoted 
to 


specialist thirc class at Camp 
SVhfctington, Jipan. 


Ft, Tom Stanton, son of Ger- 
d Stanton, b home on 30-day 


Jeava vdth reativeg from Camp 
. 


Returntg lome after a visit 


With theii mother, Mrs. Sylvia 
Michael, ftve been Mr. and Mrs. 
Willis Luniberg and family, East 
Meadows, l^ng Island; Mr. and 
Mrs. Howard Prinz and family, 
Newark, N.J. 


Dr. and IMrs. Willis Morse, 


Washington, D C, have been vis- 
iting Mr. and Mrs. Dan Lanmer 
for a few days. 


Weekend guests of Mr. and Mrs. 


Charles Swanson were Mr and 
Mrs. 
Archie Brown, of Sanford. 


Sunday visitors were Mr and Mrs. 
William O'Neill, Manhattan Beach, 
Calif; Mrs. Cisler, Buffalo; Mr. 
and Mrs. Clarence Swanson and 
son, Wayne, Mrs. Charles Pratt 
and daughter, Kim, Jamestown. 


Sunday guests of Mr. and Mrs 


Benme Baxter were Mr. and Mrs 
Frank Morrison, Tiona; Mr and 
Mrs. Sam Fox, Warren, celebrat- 
ing Mrs. Baxter's birthady. 


Mr. and Mrs Harry Ludwick, 


Lander, and Mrs Mary Wall v, ere 
dinner guests of Mr. and Mrs. 


Gilbert 
Ludwick 
to 
celebrate 


Beverly Ludwick's second birth- 
day. 


HAWAIIAN EVENT 


Word comes from 25th Infantry 


Division headquarters in Hawai 
that Pfc. David L. Maze, 219 Cen- 
ter street, recently participated in 
Organization Day activities with 
his outfit. Maze, a truck driver in 
Heavy Mortar 
Company of the 


14th Regiment, entered the Army 
in November, 1954 and arrived in 
Hawaii the following May. His 
father, Stephen J. Maze, and his 
wife, Janet, live at the above ad- 
dress. 


Practically a give-away price 'cause the famous 
manufacturer had more then he could handle! We 
made specaculor savings . . . and pass them on to 
you! 
Don't be misled by the low price—these are 


not seconds! Wise shoppers'll be early! 


\ EASY 
TEfblS Bartsch Furn. Co 


MONTHS 
TO PAY1 


Kiwanis Club at 
Youngsville Meets 


Announcement was made at 


Tuesday night's dinner-meeting of 
Youngsville Kiwanis Club that the 
first meeting of Key Club directors 
will be held at eight o'clock this 
evening1 at the home of Edward 
Turchan, West Mam street. 


There were 29 members in at- 


tendance for the weekly meeting, 
with Rev. C. J. Franzen giving the 
invocation and Jesse Lyon leading 
jroup singing. 


Retiring President John Kirk 


read a letter from Attorney R. 
Pierson 
Eaton 
concerning the 


club's incorporation and also read 
the incorporation papers. 


It was reported that Carl Camp- 


Dell, art teacher in the high school, 
was guest speaker 
representing 


Kiwanis Club at the Tuesday lun- 
cheon-meeting of the schcol'a Key 
Club, his talk dealing with environ- 
mental pressures that influence 
people in their choice of a voca- 
:ion. 


Don Abraham read a letter of 


appreciation from Major Martin, 
of the Hershey State Police School, 
for the courtesy and hospitality 
shown him. and a member of his 
staff when they staged a portion 
of their rodeo entertainment at the 
Youngsville Community Fair. 


In the formal election of officers, 


Mr. Abraham was named presi- 
dent; Waide Ingols, vice president; 
Frank Schumacher, treasurer; Carl 
Campbell, Deac Lay, Charles Seek- 
ing and Dale Shaffer, new direc- 
tors. 


HIGH SCHOOL NEWS 


Organization meeting of the Fu- 


ture Nurses of America Club took 
place after school Tuesday. Advi- 
sors, Miss Doris Smith, Miss Dawn 
Taft and Miss Dorothy Kottcamp, 
RN, spoke on the need for group 
cooperation. Plans were made to 
begin work on the constitution, fu- 
ture meetings were discussed, and 
it was decided dues should be 50 
cents per semester. 


The club is open to any Junior 


or senior girls interested in the 
nursing profession. 
Members of 


the steering committee are Betty 
DeLong, Sandra Johnson, Ann 
Wendelboe, Mary Gahnng, Bar- 
bara Mihalko and Melissa Gear- 
hart, who are acting as temporary 
officers. 


Miss Anna Jane Hawkins, War- 


ren High teacher, has been elected 
president of the business board of 
Northwest District, Pennsylvania 
State Education Association. 


Edinboro Collegiate Players have 


announced production of Shakes- 
peare's "King Lear" at 8"00 p. m 
Thursday and Fnday, November 
1-2, and at 2 00 p. m. Saturday, 
November 3, in the college auditor- 
ium. All seats must be reserved 
by October 24, with a special 
group rate for high school students 
and their teachers. 
Tickets will 


be held at the box office m the 
name of the person making reser- 
vations. 


E. H. JONES, Sr. 
Collecting Agency 


N. Warren . Ph. 1981 Foreneei 


Elks Club Afternoon 


Rare 25% 


In Colon or 


-Horn* Brfcfcl 


DUTCH BO V 


SIMONSEN WALL PAPER 


& PAINT CO. 


120 PA. AVE, E 
PHONE 1720 


CAPRINO'S 


PHONE 535 


K. ft E. ELECTRONIC SERVICE CO. 
414Vi Penna. Av*., W., Warren 


TV - RADIO 


APPLIANCE REPAIRING 
Guaranteed Fast Servic* 


Phone 6435 — 24-hr, answering 
service, or Ph. 4267 Service Hdw. 


FOR BEST SELECTION 
GOOD USED 
REFRIGERATORS 


Electric or Gas 


Call 687 


Guaranteed 
$25 
and UP 


Turner Radio Shop 


Library Theatre Bldg. 


REMARKABLE! Full Bodied! Splendid!' 


A smart politician contended. 


"With new Chase & Sanborn 


In my party platform 


/ 


The need for campaigns would be ended!" 


You try new Instant Chase & Sanborn... 
««£.,rt 
O- 
i^ 


*.. You'll see why coffee lovers everywhere 


make tlie Full-Bodied Instant their 


FIRST CHOICE FOR FLAVOR 


Over other leading instants! 
Even over ground 
coffees! 


Women everywhere are discovering a new full- 
bodied instant . . . with the depth of flavor, 
richness and quality they've been searching for. 
Join them. If you know and love good coffee. 
New Instant Chase & Sanborn is for youl 


THE NEW FULL-BODIED INSTANT 


ANOTHCR PINE PRODUCT OF STANDARD BRANDS IM. 


SUPER MARKET 


48 PENNA. AYE., EAST 


Open Evenings and Sundays 'til 10 0'Clock 


BIRDS EYE—Frozen 
Orange Juice 
6 «• 4 
f° 
r 69c 


PACIC 
A|or A9r 
• WVSj • 
• 
• 
a 
• 
if 
V f ^ 


CROSSE & BLACKWELL 
Oyster Stew 
. 2f-39c 


Dry Cooked 
Smoked Galas 
|Rt, 
y)' « 


N. B. C. 
Skyflake Crackers . . 


Ib. box 31c 


Fresh Eggs 


dozen 65c 


Sugar 
. . 5 * 49c 


PILLSBURY 
Flour . 
. I0'bb"95c 


Perky Vegetable Shortening ^ 79' 


ARMOUR'S CLOVERBLOOM 
Milk 
8 
for$l.GO 


GLENDORA 
Red Kidney Beans 


303 cam 
2 
for 25c 


ALBRO 
Sauerkraut 


2Vz cans 
2for 35c 


INSTANT 
Chase & Sanborn 
4oL $1.26 


WM. BYRD 
Peaches 


Elbertd, 2Vi can* 
29c 


NEW SWANSDOWN 
Lemon Flake Cake Mix 
35c 


NEW JELL-O 
Lemon Instant Pudding 
lOc 


New 
Cameo Copper Cleaner $ . 25c 


st Quality 


MEATS 


STEWING - FRYING 
CHICKENS. . . . 
41 c 


BONELESS 
RUMP BEEF . . . *79c 
FRESH GROUND 
LEAN BEEF. . . . »39c 


SKINLESS 
WIENERS . . . . *37c 
SQUARE CUT 
LAMB SHOULDER 
52c 


PORK ROAST *•*<*- it>2Sc 


CORN KING 
SLICED BACON . 49c 


TO BAKE OR SWISS 
ROUND STEAK . . 


PRODUCE 


U. S. No. I 


Potatoes 


SNO-WHITE 


Cauliflower 


Sweet Potatoes 


Bananas 


Lemons 


MaclNTOSH 
Apples 


CALIFORNIA 
Grapes 


PASCAL 
Celery 


Solid Head 
Lettuce 


T W E L V E 


T I M E S - M I R R O R , 
T H U R S D A Y , 
O C T O B E R 
1 8 . 
1 9 5 6 
W A R R E N , P A . 


GOOD-WILL 


OFFER! 


THIS 
BIG 


SiCTIOHAKY 


IS 11 INCHES HIGH 
4 INCHES THICK I 


WEIGHS OVER 
12 PQUNBS! 


UNA 


AND A TWO-PART BINDER 


Get A Section Each Week 


with *2.50 in purchases 


SECTIONS 
AMD 1ACH PART Of THE 


fven er Child Can Do It I 


e&v'ty , 
,-&",yys, 


EACH 


with ANY purchase 
*^ 


338,000 


VOCABULARY iNTHES 


INCLUDING MANY OF THE LATEST ADDITIONS TO THE ENGLISH LANGUAGE IN THE 


NATURAL & SOCIAl SCIENCES, THE ARTS AND SPECIALIZED BRANCHES OF KNOWLEDGE 
2,763 ILLUSTRATIONS-Many in Full Color 


ILLUSTRATIVE QUOTATIONS — SYNONYMS — COMPARATIVES — ETYMOLOGIES 
2,400 TRIPLE-COLUMN PAGES 


OVER 25 SPECIAL FEATURES * IN OUTSTANDING SUPPLEMENTARY SECTIONS 


* Dictionary of Nome* in 
* Metric System of Weight! 
* Dictionary of Commerce 


Fiction 
* Dictionary of Foreign 
Words and Phroses 
* Dictionaries of Pointing 


and Measures 
and Law 


~k Commercial and Financial 
if Dictionary of Scripture 


Terms in Eight languages 
Proper Names. Biblical Maps 


•fc 5,000 Words Moil Com- 
~tr Dictionary of Abbrevm- 


and Sculpture—Chemistry— 
manly Mispronounced 
tions and Contractions 


Medical Terms 
ChronologyofWorldWarll * Dictionary of Literature 


LQBLAWS' new GOQD-WJLL offei* mokes it possible for 
fens of thousands of families to see a dream come true 
..,fhe dream of owning a great/ big, wonderful dic- 
tionary—a huge, authentic dictionary like the ones 
you've seen in schools and Public Libraries! 


NOW YOURS! AT SMALL COST! 


A G5ANT, UNABRIDGED DICTIONARY! 


Up until now, with the inlro- 
lions right away. Get Section No. 
1 for only 25£ (with $2.50 in 
purchases). Get each of the re- 
maining Sections—A SECTION- 
A-WEEK-for only 89 0 each 
with any purchase. Each part of 
the beautiful two-part binder, 
made available during the final 
two weeks of this good-will offer, 
•costs only 89p each. 


Save all fifteen sections, and 


then assemble all 
the sections your- 
self in the perma- ^ 
nentbinder. Start 
now! with Sec- 
lion No. 1. 


''^.JK» 
! 


*fVBB$TBR*S 


i HI, t-xc.!,tSH SAN.''.* Ad- 


of this sensational, 


money-saving, Assemble-It- 
Yoursclf Edition., the cost of a 
giant, Unabridged Dictionary, 
has ahvajs been a stumbling 
block for most families. NOW! 
AT A BARGAIN ~ LOBLAWS 
brings yon tins ereal, big, beau- 
tiful UNABRIDGED dictionary! 


Each tveeik, at small cost, you 


get one of the 15 Sections of 
this master reference work. 
Then, during the final two 
weeks, you get the beautiful, 
embossed, permanent, two-part 
binder, and you assemble this 
great, big, marvelous giant dic- 
tionary YOURSELF. 


Take this wonderful diction- 


ary - LOBLAWS' GOOD-WILL 
OFFER — into your home or 
office. Begin acquiring the Sec- 


Get Section No. 1-Only 25c 
in purchases 


A Wonderful Treasure 


for Every Family! 
LOBIAW; 


KS GSltfl.nl. !RC. 


LAWS 


Brings You This 


Exclusive Offeri 


A lindsoms pattern disifned ixclisivtly lir is . . . 


styled in th« tradition if lint tifeliwiri ftr casuil 


bituty in Stiinlm Still. 


HERE'S HOW TO BUILD 
A COMPLETE SERVICE... 


These Units Only $1.4 9 en. with any Purchase 


New MotttUd 


Hanrfl* Fergtd Kaife 


Solid ene-pi*<e f org»d 
con»tnic'!on ... won't 
lirtaVarbtcomtloeii! 


Plan your service new... oil btaurful 


matched piece* in stainless stetl fff 


" 
/ 


carefree beauiy on any table) 
/ 


And Check This List of LOBLAW Needs I 
••••••••••••••••«••( 


' 
Liquid Detergent I 


TREND 


Detergent 


TREND SUDS 


2 £39 


Facial Tissues 
KLEENEX 


12-oz. 


tins 


Contains ^Bleach 


BAB-O Cleanser 


2 


14-oz. deal f\Tc 


cans 
jL I 


Giant Size 
2 cans 35c 


Ideal 
( 


DOG FOOD 


9 1 lb qi c 
>£i can* \J I 


Lintt Liqnil 


STARCH ^ 


btl. 


Half Gallon Size.] 
35e 


Alcoa 


Aluminum Foil 


25-ft. QQC 


roll JL7 


"Heavy Duty" Foil. . roll 59e 


Washes 300 Diapers 
DIAPER PURE 


okg. 39' 


for AuloniAllc Dishiasheri 


CALGONITE 


20-oz. 


pkg. 38' 


Water Softener 
CALGON 


4001 65C 
size \J»J 


Blues As It Washes 
BLUE DEW 


18-oz. tycc 
Pkg. JLD 


Package of 12 
MODESS 


Pk3 430 


•Stains Run From 
1O1 
gallon --e 


J"9 *J W 


Du Pont 


SPONGES 
2^25' 


We Off on Glim 


Liqeid Detergent 


27' 


12-oz, 


tin 


Large Size, Teh Instant 
GRANULES 2 - 65c 


Fell Naptha 
Laundry Soap 3 "<•" 29c 


Sunny Sol 


BLEACH 


gallon 


Sprite for Dishes Bright—1^ Me 
Carbona Cleaning F!uid- 
31£;"Zlc 


M Cleaner- 
-i*p£19l! 


P.losnar 
fe" 


Ferry Ten Pot Cleaners— 
pka 
3 


Z.B.T. Baby Powder 


Moisture-Proofs Your Baby Against Diaper Irritation 


Soothes like powder, protects like 
oil. Guards againsl chafing, prick- 


ly heat, urine scald and diaper 
rash, Used by over 1700 hospitals. 


Larji 
Sin 51 


W A R R E N , 
P A . 
T I M E S - M ! R R O R , . T H U R S D A Y , 
O C T O B E R 
1 8 , 
1 9 5 6 
T H I R T E E N 


r 


S 


S 


S 


S 


Famous Swift's Premium and Morrell's Pride 


SMOKED PICNICS \ 


IT'S THE LAST 3 DAYS 


„•* 


,-* 


\ 
Morrell's Pride, Boneless, No Waste 
COOKED PICNICS 


•L 


YOU MAY BUY TWO 5c PREMIUM CERTIFICATES WITH EACH 


50c in LOBLAW PURCHASES 1 


Him or* only IhrM dnyt Uft to Invert In doublt Premium C«rtirteel*i. Y«i, for Ihrt* 


more dayi, you can inv«jt in TWO 5c Premium Cerlificatti with «ach 50c loblaw 


purchas* (inttiad of th» usual ant). Start a "bank" of Loblaw Premium Ctrlifi- 


al« savingt NOW 11 U» your certificate! for Chriitmat gift-buying . . . 


K*m*mbtr, premiums or* 
yours at 
WHOLESALE PRICES with 


Loblaw Premium Certificates, to inveit in all 


that your purchases allow. 


Start Saving Now for This Year"* 


Christmas Shopping! 


Just Heat 
And Serve! 
H cm 


TENDER, LEAN, SMALL 4-6 POUND SIZE 


This low price represents an EXTRA VALUE for 


you at Loblawjl Your choice of two famoui 


brands . . . they have that iweet, imokey 


goodness that you'll love—serve one this Sun- 


day for sure. 
Just the right size for the aver- 


oge family. 


Boneless P 


Cron'tj 'N' Serve 
SWIFT'S SAUSAGE 
Tender, Meaty 
x 


BEEF SHORT RIBS 


Pleasant Hill 
RING BOLOGNA 


C 


•CLIP HERE' 


Italian 
Sausage — 


Pepperonl 
PIXIE'S — 


u>. 


frosted Meats & 
Seafoods 


X-Man Brand, Frozen 
RAINBOW TROUT- 


Minute Maid, Frozen 
BEEF 
llHtt *| 


'^5 
pkg. Pp 


Glinkers'* Cooked, Sliced 


STP*" 


SAVE 15* 


With This Coupon 


SWISS STEAK, TURKEY, POT ROAST 
FRIGIDINNERS 


TWIN PACK 
SERVES 2 


Eftoh Only 


R«d»mab!i> ol LOB LAWS only! Wilh thl* 
coupon you may buy "Frigidinnon" for 
only 74t—a regular B9e value. Coupon 
valid Thunday, Friday, Saturday. Octo- 
ber IB, 19, 20th only. 


-»»•....CLIP HERE__.„_.__. 


Fresh Grade "A" Eggs 
Cake Mixes 
Drom^;.Ms°JilKiIIdi 


Royal Gelatin Desserts 
Fresh Cookies 
*^ 


Borden's Instant Mix 
Cocoa 


Keebler Cinnamon Krisp 
Sliced Pineapple 
Hiiwaie 
2No 


Vermont Maid Syrup 
Swift's Swiff ning 
3 


45c 
49e 


3 p 
k<» 19e 


pkg. 


Ib. 
tin 


14'74-oz. 49e 


eoni 


btl. 
Ib. 
can 


3T 
85C 


Clover Lane 
SALAD DRESSING 


quit 
Iw 39 
1 


French Green Beans ^*T* 2 
N 
e°;n 
3 
t 
03 35 


Cut Green Beans "•*•«* 2 
N 
e°;n 
3, 
03 25 


Evaporated Milk 
1±B 
3J2 40 


Bib Baby Juice 
A"*»'•«•* 
3 
cant 


Bunte Candies 
SESKS 
"k-39- 


C_^_l. DM^.lHMl<k 
loblawi Twin Pack 
9-oz. 
Fresh Pretzels 
Tw,«ti« stick. 
Pkg. 


Lady Like Facial Tissues 
2 
pk 
4 
9 
0V' 45 


Ken-L Ration Dog Food 
3 ± 49 


Sire Dog Food 


With 


Horsemen) 


cam 
Mb. 
cans 35< 


Wilson't Table Ready 


MEATS 


HAM 
SALAD 


5-ox. AAfi 
glaw 00 


Chopped .Beef 
—• ^ 37c 


Corned Beef Hash •* *; 31 c 


Beef Slew 
— "*£ 39c 


Sliced Dried Bett 
I',:.r33c 


20c Off Deal on 


Liplon's 


TEA BAGS 
100 b.°r 95e 


Lipton't 
BLACK TEA 


H-lb.73' 


NEW at LoUawsJ ^ 


"HOUND THE CLOCK" 
BLEND 


JUICE 
r- 39° 


A DELICIOUS BLEID OF 


APiictr MI MUIGE mm 


^, 


MILD, DAIRY 
CHEESE 


By The 
Piece 


Kraft Cheese Spread i 
VELVEETA 


French Bisque 
TORTONI 
49 


Betty Crocker's New Mix 
DATE BAR 


Orchard Park, Pure 
GRAPE JAM 


Orchard Park, All Green, Cut 
ASPARAGUS2 


Del Monte, Early Garden 
SWEET PEAS4 


Orchard Park, Unsweetened 
Grapefruit 


JUICE 


Orchard Park, 100% 
INSTANT C 


Jack Rabbit, Green 
SPUT PEAS 


Contadina 
Tomato i 


Chick'N-Like, Solid Pack, While Meat 
TUNA FISH 


Hellmann's Blue Ribbon, Whole Egg 
MAYONNAISE 


14-cz. 
pEcgs. 


jar 


No. 300 


cans 


INo. 303 


cans 


46 oz. 
cans 


29 
55 
69 
49 


Orchard Park Frozen 


BROCCOLI SPEARS 


Quality Broccoli Ipiarc 
that hav» bian quick 
frann to bring you oil 
th* fin* 
flavor and 


t«hdBrn»it thai II typ- 
ical of Orchard Paik 
Foodt. 


Edgabrook Froten 
ORANGE JUICE 


, N*w, Low A 6' 
Prlc. 
"t c« 


01. 


cant 49c 


East Coast Brand, Frozen 
BABY LIMA BEANS. 


f 
Orchard Park Frozen, French Style or 


CUT GREEN BEANS 


2 


10-ci. AAo 
pkg. LV 


Orchard Park Frozen " 


TRAWBERRIES 4 v 79' 


Mb. 
cellos29 


I 
Zion Brand 


CANDY 
CORN 


Popular Varietiei 
CANDY BARS- 


CmslalTolPops- 3B^ -bSSof 39c 


Zlon Giant Jellies 
2 b'0 
b- 39c 


Lewis Jelly Beans 
b'a 
b- 25c 


Flms Bubble GinNn^pka 65t 


Candy Cigarettes 
*%* 39c 


Lewis Harvest Mil- 
Lewis Indian Corn- 


24 a 89l 


King Silt 


Colorfully WrcrpfMd 
POPCORN 


BALLS 


From local Farms, Juicy 
Cortland APPLES 


3AKED GOODS 


Loblaws Freshly Baked 


APPLE 
PIES 


Lobla*> Brown rn Serrt 
Breakfast Rolls 


Loblaws, Old Colonial 
Breakfast Buns °MO 


Old Colonial 


FRUIT CAKE 


e 
Loblawi Vreiti Orangt 
Chiffon Gake_ 


Loblavt Toasfn Sen* 
Corn Koffiis 


See Th«m 
This Week 


at 


LOBLAWS 


Mclntoih or Greening 
APPLES 
3 bag 39* 


Dtlic'lOUi 
APPLES. 


Harvest time is Squash time 
Hubbard SQUASH 


SQUASH 
eurremm. Aeorn. Dnndout. ru 


Ib. 


fc5c 


Dim Oil 
•* 49c 


taff 
Mashr 
bri. 


Popcorn- 


Dart-Riek Syni 
Snlai 


17, 
MB 
2U 


Comstock Cherry 


PIE MIX 
« 35' 


ttttelln't Elbow 


MACARONI 
£22' 


Planter** 


PEANUT OIL 
PUDDINGS 
3^29" 


Ld Choy, China* 


BEAN SPROUTS 


Frcnchette Non Fattening 


No. 303 


cant 29* 


Mall Lab«lt for Fr«« 1 


Mrt. Filbert 


DRESSING | 
MARGARINE 


^29* 


fUlf^'OOP .fwfifHZj \ 


f 


\ 


_ cxor/a 


Fancy TURBAN SQUASH 


• Ornamental Gourds 


call"rala 


Freshly Pressed, Sweet and Tangyl 


APPLE 


Bo Deposit 


W\i 
$ 


SAVING^MORE THAN A SAYING 


F O U R T E E N 
T I M E S - M I R R O R , 
T H U R S D A Y , 
O C T O B E R 
1 8 , 
1 9 5 6 
W A R R E N . PA." 


MHURST 


SUPER MARKET 


More Shopping Pleasure in 


Pleasant Township! 


Ready-to-Eat — ARMOUR'S, CARPENTER'S 


•• 49° 


Full String Half 


Western Steer 


round Ib. 79 


Boneless Rolled 


Roast•69 


Lean 


ft 


English Cut 


Pork Chops 


*39c 


Sliced 


$ E9 
«> 
$L 


Lean, Roll 


Sausage 
3*$1.00 


Oysters 


Tin 


Pride Beef 


Sirloin Steaks 


Sun-Spun 


FIHEAFPLE 


or 
4 ,,, 00 


cans ^1 j|l 


OUR VALUE- 
f-lb. bag 


. 3 
big 21/ 
2 cans 49c 


PI LLSBURY— White, Chocolate, Yellow 


e Mixes 
• 2 
b°* 
es 59c 


KRAFT 
quart bottle £5C 


YIMCO 
-lb- bag 


NESTLE'S CHOCOLATE 
Tb 
39C 


for 


Milk 


8 ^«« 99c 


SWANSON'S—Beef, Turkey, Chicken 


Complete Dinner 


BIRDS EYE 


Sweet, No Deposit 
Gallon 


LETTER TO THE EDITOR 


Letters to the editor must carr> 
the complete name and address of 
the writer as an evidence of good 
faith. 
If possible they should be 
typewritten, preferably d o u b l e 
spaced and on one side of the 
paper. Pen names will be permit- 
ted at the editor's discretion. Let- 
ters at less than 200 words will be 
•gnen prererejice, and all letters 
are subject to condensation and 
editing. Letters containing obvious 
misstatements or lacking in good 
taste and fair play will be rejectod. 
All letters will be considered the 
piopcrty of the newspaper. 


406 West St., 
Warren, Pa. 


Editor 
Warren. Tunes-Mirror 
205 Penna. Ave. Wc^t 
Warren, Penna. 


Dear Sir: 


I have just finished reading the 


front page editorial of your paper 
on the 
subject of a new high 


school and the high school situa- 
tion of Warren in general. I whole- 
heartedly disagree with the major 
vie\vpoints expressed 
in it and 


would like to express a few of my 
own. I am not a person of import- 
ance in this community, I neither 
pay taxes nor possess any connec- 


] tion with wealth or power, I am 
! merely a student of Warren High 
School. I do, 
however, possess 


! some opinions, gained from e^peri- 
1 cnce, that I think may be of merit 


I and worthy of consideration. 


1 
To state a few facts. According- 


I to 
its 
markings, 
the principal 


part of our high school building 
today was constructed in 1897, and 
from all reliable sources, the addi- 
tion was completed prior to World 
War I. This may not seem of great 
importance to many, especially 
those to whom that does not seem 


' far away as it does to me. But 


• when you say that the major pai t 
| of the building is rounding out 
its sixtieth year, it takes on great- 
er significance. In the first place, 


! it was primarily designed (as were 
1 all buildings of that period) to 
| serve as an imposing edifice and 
1 show-place, not as a school to han- 


( die upwards of 900 pupils, as it 
inevitably will. Needless to say, 
that is a far cry from modern 
ideals of school construction, in 
which the taxpayers' dollars are 
spent to the greatest advantage 
possible. What is even more inter- 


j esting is the fact that the building 
! hag been remodelled several times 
already, and that due to that fact 
it is a. hodge-podge of inefficient 
design, evident to anyone who 
takes the time to observe it, es- 
pecially during school hours. To 
illustrate, let me mention the fact 
that one hall is approximately 14 
feet wide, but at either end where 
it turns into other halls, it lias 
doorways not more than six feet 
wide. Even worse, one third of the 
main hallway system runs through 
classrooms with just ordinary en- 
trances; this is one of the growing 
problems of our Faculty and Stu- 
dent Council. Without explaining 
further let me state that a major- 
ity of the rooms are poorly de- 
signed and more poorly lighted, 
certainly not conducive factors to 


J [ concentration, especially ' to lec- 


tures, etc. As to special areas of 
concern, the 
old uncomfortable 


auditorium, itself an off-shoot of 
a remodelling job, is so poorly 
designed that I would assume it 
could never be remodelled enough 
to produce anything near the 
quality of modern structures like 
the one at Beaty. The Cafeteria 
is another 
trouble spot. I chal- 


lenge anyone to spend the lunch 
period (divided already into three 
parts to take care of the number 
of students) there, noting the situ- 
ation, and then state that all it 
needs is a new floor and ceiling 
and paint on the walls. What's 
more, if all those carrying their 
lunches and eating in the study 
hall should decide to buy them in- 
stead, it would be nothing short 
of disastrous. So much for design. 
* » + 


(OMISSION) 


• * * Another consideration to 


be made i^vthe result of the pro- 
posed remodelling. Just 
what 


would we have? As far as I have 
been able to learn, it 
would 


amount to the following: (1)—No 
spires or third floor (Poor Ernest 
Nathan and his Alma Mater), (2) 
—An addition worth $1,000,000, 
(3)—New lights, 
ceilings, and 


floor coverings, (40—New desks, 
etc., and 
(5)—New wiring and \ 


heating. Will this be the true solu- 
tion to the problem? I think not. 
It would spend ONE HALF THE j 
COST PER SQUARE FOOT OF j 
NEW CONSTRUCTION ON THE ! 
PRESENT OLD BUILDING, AND ! 
A MILLION DOLLARS ON AN | 
ADDITION almost as large as the | 
building itself. This is what the j 
architects' figures show. If only j 
one-third again as much money ' 
were spent, Warren could have a 
new high school anywhere it wish- 
ed to put it! Is it saving money to 
put a million dollars into an addi- 
tion to a building sixty years old? 
It appears 
even 
more foolish 


when you compare the length of 
time that the remodelled building 
could be used, to that of a new, 
well-designed and well-built build- 
ing. " * " 


(OMISSION) 


* * * To my way of thinking. 


it is not only foolish, it is selfish 
for anyone who honestly wants 
Wan-en to have the best school 
possible, to advocate the remodel- 
ling of the present building, or the 
use of its site. 


Very sincerely yours, 


Student of Warren High 


. (Editor's Note: This young man 
is a sixteen-year-old junior in 
high school. He gives credit ior 
his writing ability to many of 
his teachers, among them Mr. 
I*. B. Carr, his newswriting ad- 
visor. He has asked that his 
name not be mentioned.) 


A top popular program on 


Swedish radio broadcasts today is 
one called "American Writers" 
which discusses novels, plays and 
poems by American authors. 


SPUN 2- 
|b- 
b°*69 
c 


HUNTING 


CLOTHES! 


Men's Duck Hunting Coats— 
Corduroy 
collar, 
d ouble 


shoulder — rubberized game 
pocket. Truly a good coat. 


4 pte- 65c 


. 4*29c 


Golden Ripe 


. . . . 2*29c 


Warren's Apple Center! 


. 
CORTLAND—Best Apples 


$2.99 
3 
lb bag 39c 


PLEASANT TOWNSHIP 


OPEN THURSDAY & FRIDAY TILL 9 P. M. 


LISTEN TO WNAE FOR WEDNESDAY SPECIALS! 
S. 


at $10.95 


Duck Pants—either straight or lace leg and knit cuffed. 
Weatherproof—double seat and knee. 


$6.95 


glen's Duck Zipper Jackets—with red back—plenty of 
pockets. 


et $7.95 


Men's Duck—Corduroy—wool caps and hats. 


$1.00 to $2.95 


Men's Wool Shirts—Various colors—good for outdoor 
wear. 


$5.95 and up 


Men's Sleeveless—Duck Hunting Coats. .. .3.95 & 6.95 
Men's Boots—Either regular or insulated—3 eyelets or 
laced up. 


$6.95 and up 


Men's Wool Sox—Regular or long lengths. 


50c to $1,50 


Men's Gloves—Cotton, leathers or wools. 


50cto$l,95 


Boys' Duck Hunting Coats at 
6.95 


Boys' Duck Hunting Pants at 
4.95 


We carry a complete line of men's and boys' wool hunt- 
ing coat, breeches and jackets. In plaids or bright red. 
Levi Enstein & Son 


Three Separate Contests Are 
Sponsored To Help Promote 
Positions ior Disabled Persons 


Three separate contests are be- 


ing conducted by the Governor's 
Committee on Employment of the 
Handicapped in cooperation wtih 
the Local Community Committees 
as part of a year-round program 
to promote jobs for the disabled 
and inform the public about their 
high and efficient production rec- 
ords. 


John R. Torquato, Secretary of 


Labor and Industry and Chairman 
of 
the 
Governor's Committee, 


along with Joseph Benson, Chair- 
man of the Warren Committee, 
pointed out that two of the con- 
tests, the Essay and Poster, are 
open to students in public, private 
and parochial schools, while the 
third, a Newspaper Editorial and 
Feature Story Contest may be en- 
tered by any staff member of a 
Pennsylvania newspaper. 


Both Torquato and Benson took 


this particular time during Nation- 
al Employ the Physically Handi- 
capped Week to announce these 
contests because they have been 
instrumental in educating the pub" 
lie about the capabilities of the 


disabled especially when properly 
prepared and placed in employ- 
ment. 


NEPH Week .has been ebserved 


each year since 1945 during which 
time special emphasis is placed 
on hiring the disabled. 
While 


many jobs, according to Torquato 
and Benson are obtained for the 
disadvantaged during this period 
through the efforts of the State 
Bureau of Rehabilitation and the 
State Employment Service many 
thousands of Pennsylvania's dis- 
abled are prepared and placed in 
gainful jobs throughout the entire 
year. 


In ref ernng to the contests, Tor- 


quato and Benson said both the 
Poster and Essay will begin No- 
vember 1 this year with the Poster 
continuing through February 28 
and the Essay through January 
31. Five U. S. Savings Bonds to- 
talling $575 in value will be award- 
ed in both contests, including de- 
nominations of $200, $150, $75 and 
?50. 


The Posters must depict pro- 


gress made in the employment of 


the handicapped during1 the past 
ten years and emphasis should be 
placed on originality. The contest, 
open to students in the 10th, llth 
and 12th grades, will have three 
objectives—to interest a greater 
numBer of young people in employ- 
ment opportunities for the disabled 
and to stimulate late year-round 
activities in an effort to promote 
job opportunities for the Common- 
wealth's disabled citizens. 


The essay contest, open to llth 


and 12th grade students, will have 
as its theme this year, "Employ- 
ment of the Handicapped, a Com- 
munity Responsibility." 
This will 


be the second year for the News- 
paper Editorial and Feature Story 
Contest which is. being conducted 
on a year-round basis. The contest 
will close March 3r when edi- 
torials and feature stories will be 
judged by the Governor's Commit- 
tee. It is being conducted in co- 
operation with the Pennsylvania 
Publishers' Association, and six. 
piizes totalling $450 in U. S. Sa- 
vings Bonds—two each, for $100, 
$75 and $50—will be awarded tha 
winners. 


CLASSIFIED ADS accepted un- 


til 11 a. m. on day of publication. 


TRY ALL THREE MMZETn'S fAHOVS DRESSINGS 


MARIETTlS 
DRESSING MAKES DtLlCIOUS 
COLESLAW. USE ITR)R fWAID 
SALAD WALDORF SALAD, 
TARTAR SAUCE.TOTLAVOf? 
SANDWICHES, ETC. 


FRENQi 


DRESSING HAS A SPECIAL 
Zl W TUMOR UMUKEWW- 
THIHGVOUHMEYERTASltD. 


MMBETTTS tTAllAHWESS- 
!HG WITH PURE IMFORIED 
OLIVE'OIL, A WEE. BIT OF 
GARLIC, ALL BLEUOED 


tS A PEM TASTE TREAT. 


INTERSTATE DISTRIBUTORS — PHONE 1447-W 


ASK FOR M A RZETTI'S-LEADING GROCERS SELL ALL THREE 


*$ 
* VJ#>B. 
W1* 
P?| LOW.lOWntKK 


FAMOUS OCTOBER "BUCK BARGAINS" 


NATION-WIPE'S "Doctor of Pockefbook Ills" prescribes the following remedy for your budget headaches: 


GLENDORA 
KRAUT 


No. 
cans 


GLENDORA 


PUMPKIN 


cans $| 


DEL MONTE 
CHILI SAUCE • - 
ARMOUR'S STAR 
CHOPPED HAM - 
HUNT'S 
TOMATO PASTE 
• 


HUNT'S 
TOMATO SAUCE • 
LITTLE CHEF 
RED KIDNEY BEANS 


>*-V-VV«'S^W<i'\/N^^>W> 


U. S. BRAND 
- 


DOG FOOD 


No. 2l/2 


4 IZ-oi. ttls. 


2 12-01. can, $1,00 


- 
l2«-« $1.00 


- 
12 
SI,00 


00 cans § | ,QQ 


CAMPBELL'S 


PORK & BEANS 


PINE CONE 


TOMATOES 


303 cans 
16-ot. cans 


CAMPBELL'S—New Pack 
TOMATO SOUP - - - - 
OLD VIRGINIA 
STRAWBERRY PRESERVES 3 
SI.00 


REGULAR SIZE 
CRACKER JACK - - - - 
12 
SI.00 


PLAIN OR ALMOND 5c 
HERSHEY BARS - - - - 
^ 
$1.00 


GLENDORA 
ORANGE JUICE 
- 
- - 3- 
SI,00 


ARMOUR'S STAR 
BEEF STEW 


$ | 
cans 


ARGO 


SWEET PEAS 


303 cans 


Ml BOY 
CORN 


Fresh Dressed — 21 2-lb. average 
LOCAL FRYERS 37 


HOME-MADE 
BULK SAUSAGE . 


ARMOUR'S STAR—DIRECT FROM OMAHA 
SIRLOIN STEAKS . 


FAMOUS — BONELESS 
STEAKETTES . . 


ARMOUR'S STAR 
SMOKED GALAS . 


49c 


89c 


*33c 


303 cans 


Fresh, Lean 


$1 


GROUND BEEF 
3 lbs S1 °° 
IIJ9 • 
mm 


Fresh Sliced 


BEEF LIVER 
3 h. 


FROZEN FOODS 


MINUTE MAID 
ORANGE JUICE 2 
43c 


IIRDS EYE 
FRENCH FRIES 2 
35c 


BIRDS EYE 
GREEN P E A S - 2 
, 44c 


FRESH FRUITS and VEGETABLES 


IDAHO BAKING 
' 


POTATOES 
- 


DELICIOUS 
SQUASH - - 


RED RIPE 
TOMATOES - 


I0-lb. bag 55C 


25c 


PINK SEEDLESS 
GRAPEFRUIT 
• 


FLORIDA—Sw»et and Juicy 
ORANGES • - • 
EATMOR 
CRANBERRIES 


SUNSHINE 
HYDROX COOKIES : 39c 
SUNSHINE 
KRISPY CRACKERS £. 27c 
KEEBLER'S 
CINNAMON CRISP - , 35c 


GLENDORA 
MILK 
- 


KETCHUP 
HELLMANN'S 


4: 5lc 


'bV,: 39e 


,. 


MAYONNAISE - • -• 69c 


PILLSBURY 
PANCAKE MIX 


5 53$ 


doi. 59c 
. 25c 
••§••• 


37c 


Spanish PEANUTS 2 
49c 


BREAKFAST CUP 
COFFEE 
ibfiSc 


LARGE SIZE 


IVORY SOAP 


2 b" 29c 


LARGE SIZE 


IVORY FLAKES 


33c 


LARSE SIZE 
OXYDOL 


33c 


REGULAR SIZE 
CAMAY 
4 
b" 
! 35c 


Nation-Wide Super Markets 


NORTH WARREN 
- 
CLARENDON 
- 
SHEFFIELD 


, WARREN STORES 


Corner Fifth Avenue and East Street 
Corner franklin Street and Pennsylvania Avenue. East 


W A R R E N , P A . 
T I M E S - M I R R O R , 
T H U R S D A Y , 
O C T O B E R 
" 1 8 , 
FIFT1IN 


Yoir FritMlly NU-WAY Market OPEN FRIDAY NIGHTS 'til 9 


WESTERN RANCH DINNER 


.19 VALUE...ROSEPORT 


FRYERS 


These are wonderfully 
tender, 


Farm Fresh, Frozen frying chickens. 
Be lure to try them at this low price. 


PET MILK 


Evaporated 
3 «'± 43e 


LIBBY'S PEACHES 


Reg. 37c Value 


Halves *21/i OOc 
can VW 


BALLARD BISCUITS 


In our Dairy Dept. 
2 pka*. 976 
d * 


LANCASTER BRAND RIB STEAKS 


I cut-up ferine chickea 


(about 2 Ibs.) 


IV4 cwps Pet 


Eyaporated Milk 


l>/4 caps floor 
1 teaspoon salt 
Vi teaspoon pepper 


2 teaspooni paprika 
% cup ihortening 
No.2^ can California 


Cling Peach Halves, 
drained 


1 can Ballard Oreo 


Ready Biscuit* 


1 cup wucer 


Turn on OTCQ and set at 425 (rejry hot). Dip 
chicken in % cap Pet Milk, then roll in mixture 
of 1 cup flour, the salt, pepper and paprika. Melt 
shortening in 13 * 9 * 2-in. pan in oven. Put 
chicken into pan, skin side down. Bake 50 min. 
Turn chicken and move to one end of pin. 
Arrange peaches on chicken. Separate biscuit* 
and put into other end of pan. Bake 1$ min. 
longer, or until biscuits are light brown. Remove 
food to hot plates. 


tor grovyt Mix Vi cup flour into drippings left in 
pan. Stir in water gradually. Boil and stir 2 min. 
Stir in 1 cup Pet Milk. Heat, but do' not boil. 
Add salt and pepper to taste. Serre OYM bis- 
cuits. Makes 4 servings. 


Lancaster LAMB SALE 


SHOULDER BLASE CHOPS 


Ib. 69' 


SHOULDER ROAST 


Square Cut 
",45° 


RIB CHOPS 


\ Tender, M«atyc 
n».99' 


NECK & SHANK 
"29' 


pound 
BREAST O'LAMB 


Tender, Meaty 
Ib.19' 


PILLSB 


BEST 


XXXX :• 


Franco American 
SPAGHETTI 


,-*- 


Rig. 660 


Yalua 


15V2-OI. 


cans ,- 


>-• ••*»£* 


Save 


IDEAL BRAND 


Green PEAS 
4 10 01. pktt, 


Ideal CUT CORN 
CHICKEN, TURKEY or BEEF DINNERS 


Artie Seal Fish Sticks 
Jj;°ri33c 
Ideal Strawberries 


Fresh Oysters 
'tf'SSc 
Ideal Grape Juice 


Glenside 
Halvtt 


IDEAL PEANUT BUTTER 


BARRETT PEARS 
IDEAL TOMATO SOUP 
LIBBY'S PORK & BEANS 
LIBBY'S CHILI CON CARNE 
LIBBY'S BEEF STEW 


Save lOe 
24-ot. 


far 


Savft 9c 


Savt 5c 


2 
6 
4 
2 


Regular 41« 


Valu« 


cans 


14-oz. 
ean» 


16-oz. 
can* 


14-oz. 


can 


49* 


69* 
49* 
49' 
49' 


39* 


BAKERY DEPT. 


Cinnamon Crisp 


Stuffed Olives 


Nut Ring Cookies p- 


14V4-OI. 


Olivor 


Regular 539 
C 


CINNAMON APPLE 


COFFEE CAKE 
Always fresh 


from 
.. 


's Bakery ... 35 


Firgmia Lee SUPREME 


White 
Sliced 
l°avei 


SPANISH BAR CAKE 
' «,,«.. 


OLL FASHIONED RYE BREAD 


DAIRY TREAT5 
YELVEETA 
CHEESE SPREAD 


|or 


T.V. pkg. 


Superfine Llmagrandes 


Budget Pack Gum 


Ricelaod Rice 


«•* 


3V 


«ch 29 
1 


hit* 
t-lb. 


1 
A7eio . , , First or i/ie Season .., 


Emperor 
GRAPES 


FRESH CAULIFLOWER 


SUNK/ST ORANGES 
Mc/NTOSH APPLES 


PASCAL CELERY bunch 21 e 
CUCUMBERS 
2forl7e 


ACORN SQUASH 
ib. 5c 


FRESH CARROTS 2k 
lfa 29e 
bag 


4b'0 
b 
B 55e 


WAXED TURNIPS 
.H>.4< 


BARTLET PEARS 2n».35c 
FRESH PEAS 
>b.25c 


IMPORTED DATH i>. 39e 


For hearty 
meals , .. 
or lale snacks 
loaf 


Regular 89c 


Value 


GLENDALE LOAF CHEESE 
N Y STATE SHARP CHEESE 
COTTAGE CHEESE 
v.,vawhip 


PHILADELPHIA CREAM CHEESE 
BORDEN AMERICAN 'SPREAD 


2 ,1 83c 


'"• 65c 


'•**• ISr 
Pkg. I JC. 


1%-l 
pkg. 
Gerbers Baby Food 


'** 


Strained 1 ftC 


Jor |U 


NIAGARA LAUNDRY STARCH 


12-01. 


pkg. 21* O'CELLO CELLULOSE SPONGES 


VA-t 39' MEAT FOR BABIES ? *-* 


101 SOLUTION 
••'33' 
;,M9 
e SPRY SHORTENING » 3? 


3-lb. 


can 95' 20 MULE TEAM BORAX 


Treet 


Armour's 
TREET 


Reg. 79o 


Value 


12-01, cans 


NESTLES 


SEMI-SWEET 
<>. 


MORSELS 


23 c 


pkgt 


CLEANED 
BRUSHED 


POTATOES 


SAVE 2° DOLLAR DOUBLERS 


OVER 400 NATIONALLY KNOWN PREMIUMS TO CHOOSE FROM 


Regular *10.25 Value 


BOWLING BAG 


Guaranteed for excellence of crafts- 
manship and materials. Sturdy scans*, 
heavy brass zipper. 


254 


2e DOLLAR 
DOUBLERS 


Regular $21.95 Value 


ELECTRIC 
BLANKET 


Fully automatic, double size. 
Your choice of three colors. 


548 


2c DOLLAR 
DOUBLETS 


jar 23' PALMOLIVE SOAP 
3'.;,'. 2? 2.^25' 


3T« ALL PURPOSE OIL 


Kraft 
59 
( 


T T M E S - M I R R O R . 
T H U R S D A Y , 
O C T O B E R 'It, 'M 5 
W A R R E N , PA. 


SPORTS NEWS 


Bellboys Set to Take Fourth 
oi Season Against Ridgway on 
Memorial Field Sat. Atternoon 


Record World Series Melon Is 
Cut Up for Dodgers and Yanks 


Xe\v York 
(2P)— The 
biggest 


chunk of the 5758,56163 World 
Series players pool \\ent to 32 
members of the 
world champion 


New York Yankees, who pocketed 
58,715 76 
Twenty-eight members 


of the Biooklyn Dodgeis collected 
full shares of $6,934 34—a lecord 
losers' share. 


The previous losers' high v, as 


picked up by the Cle\ eland Indians 
in 1934, -with 34 full shares voith 
S6.712 50 each 
That vas 
the 


wealthiest four-game 
series on 


record, with, the 
winning- Xe\\ 


York Giants claiming- full shares 
of 511,147.80. 


That series was pla\ed in New 


York's spacious Polo Giounds and 
Cleveland's mammoth Municipal 
Stadium—building a recoid play- 
ers pool of 5881,763 72 The play- 
ers' pool is derived fiom the fust 
four games each jeai. 


A total of 332 plavers manageis 


coaches, batboys. ballboj s, 
club- 


house 
attendants, 
trainers, 


groundskeepers and tra\ ehng sec- 
retaries dipped into the 1956 pool 


The Yankees, taking a S50 top 


share cut by voting 
late-comei 


Enos Slaughter a higher percen- 
tage when the senes was in prog- 
ress, and the Dodgers split 70 per 
cent of the melon 
Their 
share 


amounted to 5520.993 15 v; ith the 
Yankees getting 5318,595 S9 in the 
final figures announced by Com- 
missioner Ford Fnck 
5 esterday 


for the seven-game series 


Cleveland and 
Milv, aukee, 
the 


second-place clubs in the pennant 
races, divide 15 per cent of the 
pool (556,892.12 each I, the third- 
place Chicago \Vhite Sox and Cin- 
cinnati 
take 10 
per cent (^37,- 


92808 
each); 
and 
fomth-place 


Boston and St Louis 5 per cent 
1&1S.964.04 eatni. 


Xet lece'pts for the senes to- 


taled 52,183,23459 compaiea v.ith 
last yeai's $.2,,137 515 34 net 
Of 


that," 51,180 204 76 \\ent to the 
clubs and leagues and 5327,488 20 
to the commissionei 's office That 


,16ft S675 561 63 foi 
the 
pla\ei»' 


pool, v.hith was padded by $80,000 


l from pregaine television progtams 


KJUKS CLUB 


Johnson Jlotois 817 S~>8 824 2509 
Penn Fuinace ..755 774 832 2361 


Kirbeiger's ... 
Emerson Conf. 


, 733 777 756 2266 


.779 
890 847 2516 


Founded in 1701, Detioit is the 


oldest city in the micK\ est. 


PERSONAL 


i 
HAVE :MIXK—"WILL TRAVEL1 


I in sUle with "ADDED ATTRAC- 
| T1ON" Puncs Matchabelh's''new- 
est pei fume feaUued in a beautiful 
genuine ranch mink tiimmedpuise 
flacon . . . a peifect companion 
whereever you go See the WAR- 
REN DRUG STORE, famous foi 
the world's finest fiagiances. 


10-1T-31 


SALES & SERVICE 


710 Pa. Arc., E- 
Thone 356 


at New "LIVING 
I MAGE" Picture-mar- 
yelously cnsp, clear and 
steady—the kind of 
pictures you've always 
wanted. 


THITRE HERR New TV 
Originals by RCA Victor 
-—new styles, new shapes, 
new sizes, new conven- 
ience! You'll see every- 
thing you've waited for in 
TV—models you can carry, 


Tk« Dlxon. 261 *q m vwwobl« 


Ebony ftn«h, moroon or 
wlc groined fiarshett extra. 


ModeJ 21T715. 
$ 2 1 9 9 5 


For UHF—New Hiph Speed UHF 
tentng cover* 70 UHF chonneU in 
2'/j tecondil Ophoool, extra, ot 
low cost. 


roll or s\si\cl! ?cc years- 
ahead advances j ou could 
expect only from RCA 
Victor. 


But don't take our word 


for it ... 
come in—:i: 


them today! 


K. OF C'. NATIONAL 


(Arcade) 


Match Kesults 


Holy Cross 4, Villanova 0 
St. Joseph 4, St. Fiances 0 


AUTOMOTIVE 


(Arcade) 


Match Kesults 


Keystone Gar. 4, Johnson Motois 0 
Feinow Sales 2, C. C Smith Co 2 


M JEIXXESDAY XHiHTERS 


(Bowladrome) 
Match Kesults 


Parson Const 2, Penn'View 2 
Loper Ins 3, Warren Ding 1 
Spouts 3, SLiuth.-Wells 1 


After losing some of their key 


men and key games this year, 
Warren Dragons will b« back out 
to win one hard game Saturday 
as they square off against the 
Ridgway 
Elkers 
on 
Memorial 


Field. It will be the next to last 
home game for Coach Fred Bell's 
boys who won't play locally again 
until the tiaditional scrap with 
Jamestown on Saturday November 
10th 


Suffeiing the loss of two key 


linemen, 
the 
Blue 
and 
White 


eleven has 
only left 
end John 


Powley as the remaining letter- 
man from last year's championship 
team. Two bulwarks of the light 
.•side of the Diagon line, Hank 
Lanman at guard and Dick Krem- 


er at tackle, have been injured and 
are out for the season. 


This leaves Jenkins starting- at 


left tackle, with Mervins on De- 
fense; Brooker at left guard; Ol- 
son, 
center; 
Sedwick • at 
right 


guard; 
P^osequist 
right 
tackle, 


with George Rasmussen on de- 
fense; Griffin at right end; Berdinr 
at quarter; Mascaro at tailback" 
Hartnett at right half; Swanson F' 
fullback with either Hultman, if 
he's able, or McKelvey on defense. 
Salerno sees a lot of action as a 
defensive guard. 


Top men on the Ridgway team 


which suffered a 27-6 licking last 
year are two big returning: letter- 
men, 
Parisi at fullback and Arm- 


imni at tackle, both topping 200 
pounds and rapid movers. 


Junior Owls Get An 
Idea From Seniors, 
Defeat J-Y's, 19-7 


PEGS 
fl'tnn) 


Match 


Tiny Town 3, Style Shop 1 
Simonsens 3, Steins 1 


CVCC GIRL'S 


(Penn) 


Match Results 


Voights 3, Hamiltong 1 
Lai sons 2, Angoves 2 
\Valshs 2, Culbeitsons 2 
Fishers 4, Blackmails 0 


ZADJES MAJOR 


(Penn) 


Match Resulti 


Berts 4, Betty Lee 0 
Anns 3, Marguerites 1 


to New Balanced Fidelity 
Sound(.. . More multi- 
speaker sets . . Many 
Deluxe models 
3-speaker Panoramic 
Sound1 


LISTEN 


New "High-Sharp-and- 


Tuning. A twist 


of the -wrist and channel 
is tuned in right—and 
you dial standing up! 


New RCA Vl 


with 


"Bigger-than-Life" picture 


The GlsnoWwn D«- 
)«rne- II swivebl 329 
(a. In. v i e w a b l e 
"Irving lmag»" pic- 


. 2 ipeakerxl 


Limed oak grcwied 


$299.95 


v« J?CA Victor 


Fectory Servje* Cwrtroef 


LADIES MINOR 


(Penn) 


Match Result* 


Ninos Rest 3, Texas Lunch 1 
Win Transfer 4, Win Obsvr. 0 
Cornpl't'r Mtrs 4, Cert Elec. 0 
Olson Bjers 3, InterLectric 1 


DROMETTES 
(Bowladrome) 
Match Results 


A & B Heating 4, Alleg. Valve 0 
Wrn Tiansf 2, Wrn Co Dairy 2 
Wms Salv 3, Betts Mach 1 
Ray Industries 3, BKCA Hotel 1 
OK Seivice 4, Chemical Prod. 0 


yOUIs'GS^TTLUE 


CHURCH LEAGUE 


Match Results 


Methodist 3, St Francis 1 
Youngsville EUB 3, St Agnes 1 


I Saron Luth. 2, Pitts. EUB 2 
St. Luke's 4, Saron Brotherhood 0 


Note: "Red" Ho\vles ivho has 


heen a consistent hig-h man this 
year bowled his best series thus 
| far, a nice 642 with games of 


203, 
224 and 215. 


Logart Loses Split 
Decision to Ortega 


Bob Zeigler, left end for 
the 


Bradford 
Owls 
junior 
varsity, 


scoied twice and Chauneey Smith 
once yesterday as the Baby O%\ Is 
recorded their fiist victory of the 
season, a 19-7 decision over the 
Wan en Diagon jayveps heie on 
the local field The victoiy now 


n es the Bradford team a one and 


one lecord and leaves the Junior 
Diagons 
uith 
only 
one 
win 


(against Titusville) in four out- 
ings. 


The Baby Owls trailed the Drag- 


ons for the first thiee periods, 7-6, 
and then bioke loose in the final 
penod for Uvo touchdowns, one on 
a pass and the other on a run 
Warren threatened once in the 
fiist period getting as far as the 
ten 
before 
losing the 
ball on 


downs However, the Owls couldn't 
move and kicked to the midfield 
stripe with McCool running to the 
35 as the period ended. 


The locals failed to move any 


fuither and Bradfoid took ovei on 
its own 35. One play failed but on 
the next "Tim Sturm picked up first 
down to the 45. A fumble gave the 
Dragons the ball on the 40 and on 
the first play Teir3r bioke thiough 
on a leverse to score McKelvey 
ran over for the extra point to 
make it 7-0 


In the third, after the Owls had 


kicked off. Warren failed to move 
and punted. Carl Spehar took the 
kick on the Owl 30 and went to 
the 35 
A fake kick formation 


gained ten more yards and then on 
a reverse Wayne McDonald came 
around to make 25 yards to the 
Warren 30 
The attack stalled, 


with the aid of a penalty. 
Later 


the Owls gained possession again 
and this time Paul Bates jiassed to 
Bob Zeigler who went 20 yards to 
score. 


Bates in the fourth passed again 


to Zeigler for a touchdown with 
Zeigler running 30 yards after tak- 
ing a 20 yard pass Bartlett caught 
a Bate* pass for the extra point 
For their next TD Chauncey Smith 
intercepted a. pass but was downed 
on the Warren 35 The next play 
found him lose for the score. 


Upsets Mark Opening of 


Olympics Boxing Trials 


San Francisco 
(JP) 
— An ex- 


pected 
"easy 
winner" 
in 
the 


featherweight division was elimin- 


I ated 
and 
other 
solid 
favorites 


wondeied today if they'd fall prey 
to upsets that marked opening 
bouts in the TJ. S Olympic Boxing 
Trials. 


Francis Lee, rang Navy champ 


from Pittsburgh, won a close de- 
cision from Seattle's Bobbie Hicks 
to snap the Northwestern fighter's 
victory string at 45. Lee scored a 
knockdown in the second round 
and battered his young opponent 
with repeated blows to the body. 
Hicks, a 17-year-old high school 
junior, had been the unanimous 
choice to win the Olympic feather- 
weight berth 


Only about half the 105 entrants 


—representing service, collegiate, 
AAU and Golden Gloves teams— 
saw action in the 30-bout card 
The others, including many top- 
ranked battlers, fight tonight for 
semi-final spots. 


RIGHT 


ANGLE 


ON 


ENJOYMENT 


BEER AS BEER SHOULD BE 


If you're anglingforflavor, Schmidt's 


is your beer ... brewed to pleas* 


your taste and ease your thirst. It's 
the biggest selling beer in Philadel- 


phia by a wide margin 1 


SchnuiU's 


Tighe Promises to Fill 


Tigers With Real Fight 


Detroit (JP)—The 
Detroit Ti- 


gers, best second-halt ball club in 
Lhe American Leagnie in 1956, will 
be full of file and vinegar fiom 
opening day in 1957 if their new 
manager, Jack Tig-he, has his way. 


Twenty-four hours after taking 


over his first major league man- 
aging job, Tigh« today reviewed 
his prospects this way: 


"My players will b« in shape 


and will stay that way. We have 
the. basis tor^. a good team. We 
should have finished in first divi- 
sion this past season, maybe in 
second place. We'll run instead of 
wait for the horns run. Thera will 
be a curfew." 


Tigh« knowi th« club. H« has 


"been coach for the Tigeis for the 
past two seasons. His selection as 
manager to succeed Bucky Harris 
came as no surprise. 


He -was first choice of th» n«w 


Tigers owner* who took control 
the day after the season ended. 


C SCHMIDT i SONS, INC., PHILA., PA. 


Senator Directors 
Still Considering 
Move to the Coast 


Br The Aiiocinted Prem 


The board of directois 
of the 


Washington Senators huddle 
to- 


morrow to consider moving then 
franchise to Los Angeles or San 
Francisco or Louisville—or 
pos- 


sibly 'not to move it at all. 
* ' 


Those three cities have made of- 


fers for 
the 
American 
League 


franchise, with.most of the talk 
built around the West Coast, par- 
ticularly Los Angeles. 


Other American League club of- 


ficials, however, aren't comment- 
ing on how they would vote on a 
Washington request to move. Cost 
seems to be the most important 
consideration. 


Senator President Calvin Grif- 


fith, apparently ieriously consid- 
ering a shift to Los Angeles, said 
that city has ottered to build 
a 


ball park and to provide the rnon- 


ey to buy the Pacific Coast League 
franchise there. 


American League President Will 


Harridge said as far as he's con- 
cerned it's 
still 
in 
a "talking 


stage." 


| 
SPORTS IN BRIEF 


.{. 
. 


By The Associated Presi 


Detroit — Jack 
Tighe 
was 


named manager of the Detroit 
Tigeis 


Apple 
Valley, 
dahf. — Don 


January, Lampasas, Tex., fired a 
7-under par 64 to win the §5,000 
Apple 
Valley 
golf 
tomnament 


with a 36-hole total of 130. 


New York —.Dick Day of the 


Umveisity 
of Washington 
was 


named the Associated Press line- 
man of the week. 


Baltimore — The B a It 1 m o r e 


Orioles 
gave 
unconditional 
re- 


lease to pitcher Johnny Schmitz, 
infielder Grady Hatton and out- 
fielder Hoot Evers. 


Tokyo — The Brooklyn Dodgers 


arrived for their Japanese tour. 


New York — Ancestor 51410 


outsped the favored Shipboard "by 
18 lengths to v,m the ?5S,025 Tem- 


ple 
Gwathmey 
Steeplechase 
at 


Belmont Park. - 


Camden, N. J. — Ambehaviny 


$7.20 captured the 517,750 New 
Jersey Breeders Stakes at 
Gar- 


den State Park. 


Automobile Storage 
by day, week or month 


KEYSTONE GARAGE 


OF WARREN, Inc. 


PHONE 3193 
323 Pa. Av*.. W. 


Now at 


Bartsch Furniture 


The Latest in Home 


Appliances 


HOTPOINT 


WESTINGHOUSE 
G-E TELEVISION 


Bartsch Furniture Co. 


Boston (JSP)—The high rating of Bradford JV 


Isaac (Kid) Logart as a contender 
for 
the 
world's 
welterweight 


championship still appeared justi- 
fied today despite a 10-round de- 
cision loss to unranked Gaspar 


i Oitega of Mexico 


The 23-year-old Cuban, the No 


3 contender, was upset by Ortega 
in a nationally-televised bout last 
night on some surpiismg vote-" 
casting bv the officials 


The reieiee and one judge voted 


for Ortega and the second judge 
a diaw. Boxing writers had Lo- 
gart the winners by a 5-1 margin 
He weighed 146 to 148 for Ortega 


Logatt subjected Ortega to a 


hea\\ bodv 
batteung 
fiom the 


opening bell, but the Mexican In- 
dians last-iound rally gamed him 
the decisive votes of lefeiee Eddie 
Cmley cind judge John jSoiton. 


Zeigler 
Black 
Sica 
Shoemaker 
Exlev 
Cassidy 
McDonald 
Bates 
Sturn 
Smith 
Spehar 


Bradford JV 


POS 


E 
T 
G 
C 
G 
T 
E 
B 
B 
B 
B 


Warren JV 


Gibson 


Krimmel 


Suppa 


Hulings 
Sorenson 
Otterbein 


Larson 
Martin 


Terry 


McCool 


McKelvey 


0 0 


Warren 
0 


]3—19 
0 — 7 


Scoring—Bradford—Touchdowns 


—Zeigler 2, Smith Extra point— 
Bartlett (pas?) 
Warren—Touch- 


down—Teny. Extra point 
Kelvey (run). 


Mc- 


Gevniany 
Inaugurated 
an 


age pension program, in 1889. 


old 


HOCKEY AT A G1AKCE 


Yesterday's Result* 


NATIONAL LEAGTJB 


New York 2, Boston 0 


AMERICAN LJEAGTJK 


Hershey •*, Cleveland 3. 


Today's Schedule 


Chicago at Montreal 
Toronto at Detroit 


AMERICAN LEAGTJB 


No games scheduled. 


as advertised in 
IH 


\ 


ATHLETE LOSES TLJKCt 


Pittsburgh (.a1)—Gene Constan- 


tino, 19, captam of Ellwood City 
High School's basketball team in 
1955-56, 
was 
recovering 
today 


from amputation of his left leg at 
Presbyterian Hospital 
Constan- 


tino, third leading scorer in Sec. 
3 of the WPIAL last season, un- 
derwent two previous operations 
for a bone disease prior 
to the 


amputation Tuesday. 


FAMOUS BRANDS! TERRIFIC SAVINGS! 


See all the TV ORIGINALS by RCA VICTOR today! 


Ask about the exclusive RCA Victor Factory Service Coniracf 


6 Months Fre« Service Policy on All New 


RCA Television Sets Purchased at 


Service Hardware 


414 Pa. Ave.. W. 
Phone 4267 


There's Plenty of Parking Space in the "400" Block 


HUNTING 
BOOTS 


16" Height $7.99 


Extra heavy • wsmly |,n»d 


uty, 


i!-inforc«! 


"Full 9'j|j«( longu* 


Doubl* dmy )o« 


capj eftd cou-i)»»( 


Cleated soles 


I N S U L AT E D! 


KEEP YOUR. 
FEET WAR.M 


AT 40^ BELOW ZERO 


9.5 


IOWHT 
mi 


AR^WHtlt 


$15. VALUE 


• Insulated by 


millions of tiny 
nr (ells' 


« Guarinteed 


waterproof 
0. D.(olor 


SIZES i 
6 to 12 


xi e LIIMTY *r., 


WARRIN 


304 N. MAIN ST.. 
JAMESTOWN. N. T. 


Ywr «fcff<ff Wyi /N0t£ k i TtMNttf iftn 


u 


The WooI-and-Qrlon Flannel Slacks 


For That Well-Groomed Look I 


By blending 35% Orion with 65% fine wool, Seven Seas ha* 
produced a flannel slack - SAILFAST - that holds its press 
far longer! Wrinkles actually hang out overnight! In addi- 
tion — It gives you all the luxury you associate with a superb 
flannel, and it wears wonderfully! Stop in and see SAILFAST. 


In solid «had«n and 


A NEW MUTED STRIPS 


$ 12,95 


a '4 
N 
a". 


The Style Shop 


"BEST IN MfN'S WEAR" 


W A R R E N , P A 
T T M B S - M I R R O R, 
T H U R S D A Y , 
O C T O B E R 1 8 , 1 * 4 o 
S E V E N T E E N 


Reminders For Nimrods During The Small Game Season 


Saturday, Oct. 20th, Opening 
Date for the Hunting oi Wild 
Turkeys, Grouse and Squirrels 


Many thousands of hunters are 


•xpected to invade Pennsylvania 
woodlands in search of wild tur- 
keys and squirrels on October 20 
Hunting for these species will con- 
tinue when the season for rabbits, 
ring-neck pheasants 
and quail 


opens October 27. The Game Com- 
mission offers these reminders to 
hunters. 


All shooting hours are based on 


Eaatern Standard Time. 
On Oc- 


tober 20 the opening is 7 a. in. On 
October 27 no hunting of any kind 
shall start until 9 a. m The hunt- 
ing day for native game ends at 5 
P. m., E S T , every day of season 
Check the hunting license for other 
Information. 


At all times, handle your fire- 


arm with safety in mind—safety 
to yourself and others. 


When you draw a bead take time 


to make sure it is on legal game, 
that no human is in the line of 
fire. 


1957 All-American 


Soap Box Deity To 


fc 
Be Held August 18 


Detroit—Th« 185T All-American 


j Soap Box Derby -will be held Sun- 
Expenenced hunters should set j day> Ausust is, at Akron, O., to 


Court of Common Pleas for the 


County of Warren, November 


Term, 1956, Xo. 23. 


NOTICE IS HEREBY GIVEN 


that, on September 12, 1956, the 
petition of Nicholas Maxemovich 
•nrl Esther Maxemovich was filed 
In the above named Court, praying 
for m decree to change his name 
to Nicholas Macks and her name 
to Esther Mackg, and also praying 
that the surname of the children 
of the petitioners 
be changed 


from Maxemovich to Macks. 


The Court has fixed Thursday 


the 25th day of October, 1958, at 
10:00 «- m., at the courthouse at 
Warren, Pennsylvania, as the time 
and place for the hearing of said 
petition, when and where all per- 


interested may appear and 


show cauae, if any they have, why 
' the prayer of the 
aaid petition 


ihould not b* granted. 


Alexander, Clark, Mervine & 
Caldenvood, Attorneys 


7. ' Warren National Bank Build- 


". 
ing, Warren, Pennsylvania, 


Sept 2T Oct. 4-ll-18-4t 


an example, as careful gun hand- 
lers, for youngsters and first-time 
hunters. 


Restraint and emotional control 


in tha hunting field will prevent 
may accidents, especially mistake 
shootings. 
The person who is 


overly anxious to bag game is 
more likely to shoot a human. 


The hunter who carries his gun 


"on safe", with finger outside the 
trigger guard until ieady to shoot, 
eliminates the possibility of acci- 
dental discharge, through which he 
might shoot himself or another 
pei son. 


Do not overtax yourseu\physi- 


cally. 


Wear a bright cap or Jacket that 


contrasts with the seasonal back- 
ground 
Such apparel will instant- 


ly identify you as a human, not 
game 


Be careful With matches, fires 


and tobacco embers while hunting 
or in an auto. Despite a wet sum- 
mer and fall, and few fii es to date, 
fiost-killed vegetation and dead 
leaves on the ground in fall usual- 
y are highly flammable. Fira in 
any form, when carelessly handled, 
can cause great loss, particularly 
A-hen fanned by a fall wind. 


Show by act and word you ap- 


preciate 
the 
hunting 
privilege 


granted you by the landowner. Be 
a good citizen, and protect your 
future hunting, by preventing or 
reporting 
vandalism, 
dangerous 


shooting near homes or game law 
violations anywhere. 


Hunt «af«ly and lawfully. 
JU- 


turn home refreshed, with a Blear 
conscience because you treated 
your fellow man as you would like 
to be treated and handled your gun 
in the proper manner—as a sport- 
ing arm. 


fledcfino& Wrfien! 


E ft EOtttPM«NT 
! 
, 


Liberty St, 
Phon« 2510 ' 


SCHAEFFER 
ELECTRIC CO. 


Phone 1840 


816 Penna. Ave., E. 


WHIRLPOOL 


Watch, our window for the 


1957 models soon. 


With the new 


Automatic Lint Filter 


climax nationwide recognition of 
the 20th anniversary for the great 
community and boy activity. 


The race date, rules and other 


details of the 1957 Derby program 
were set at the annual meeting of 
the All-American Rules Commit- 
tee in Detroit recently 


Plans for a broad national .pro- 


motional campaign based on the 
20th anniversary theme were out- 
lined for the committee by W G. 
Power, executive director of the 
Derby, and Bruce Overbey, general 
manager. 
Power 
is advertising 


manager, and Overbey assistant 
advertising manager of Chevrolet, 
national sponsor of the famous 
racing competition for boys 


"The 20th year of the Derby as 


a prominent youth and community 
activity can be most fittingly cele- 
brated with at least 20 per cent 
more participation by boys and 
adults, 20 per cent more enthusi- 
asm, 20 per cent more effort, 20 
per cent greater attendance and 


20 per cent more of everything," 
Power declared. "With this added 
accent, we 
can make this the 


biggest Derby year of all." 


The Rules Committee, made up 


of the National Newspaper Con- 
trol Committee and the National 
Contest Board, placed special em- 
phasis on wheel requirements for 
Derby cars. 


Use of solutions, refrigerants 


and any type of heating agents 
are forbidden, the committee rul- 
ed. Use of any such materials will 
disqualify the wheel and a new 
one will be, Installed Carbon tet- 
rachloiide and lubucating oil may 
be used on bearings but not on the 
rest of the wheel or tire. 
The 


rule" forbidding any change what- 
soever in an original wheel or tire 
was 
le-emphasized. Decision of 


judges m respect to all question* 
on wheels shall be final. 


In other action, the committee 


approved 
tha 
following 
rule 


changes: 


The Derby is open only to boys 


who will be 11 to 15 (.inclusive) 
years of age as of August 1, 1957. 
Pioof of age mav be leqmred 
| 


Official 
wheels 
from 
which 


bcdimgs have been removed for 
any purpose will be disqualified 


Hinges in the brake mechanism 


must be attached with bolts and 
not with wood screws. 


BARNES 


Barnes — Mri. Myron Miller, 


Forest Grove, Ore, has been a. 
visitor at the home of Mr. and 
Mis J C Curtm. Weekend gviesls 
at their home were their son, Ro- 
bert, and family from Bingham- 
ton, N. Y. 


Mr. and Mrs. John Leasgang, 


Cleveland, O. spent a few da\s 
here with Mr. and Mrs Harry 
Shaw 
Mrs Leasgung is a foimer 


local lesident and will be remem- 
bered as Florence Whilcomb. 


Mis. Charles Schuler has been 


discharged from Warren Geneial 
Hospital. Her son, Fred, and wife, 
of Greensbuig, were heie to visit 
her and spend tne welt at Teabeny 
Knoll 


Mrs. Helen Roberts and Mis 


Charles Conquer, accompanied bv 
Mi. and Mis A S Brown of Shef- 
field, en loved a pleasant weekend 
Lnp. going down through West 
Viiginia and other states which 
aic veiy beautiful with autumn 
coloiing 


Guests at the home of Mis D 


R Titus for the weekend were Mr 
and ills D,i\id S\\ ansoii and son, 
Nols of Waircn 


Recent guests of Mr. and Mis 


Elmer Day have been Mr 
and 


Mis. Martin Miller and family. 
New Wilmington, Mr 
and Mis 


til 11 a. m. on day of nubhcation [Ray Day, Eue, Mr. and Mis Raj 


Any car 
disqualified 
from «in 


authorized Soap Box Derby may 
not ba entered in another author- 
ized Soap Box Dei by. 


Unbreakable 
goggles or 
un- 


breakable, safety \isors may be 
worn by drivers but all other types 
are barred. 


Inspectors may remove wheels 


for inspection After passing In- 
spection, no entrant shall remove 
or change v, heels, or make any 
further change in his car, either 
befoie or dining" the Deibv, •with- 
out the supervision of the Inspec- 
tion Committee 


Both Power and Overbey indi- 


cated that the 1957 All-American 
may have an even greater interna- 
tional f la-^ or than the 1955 race 
Thev said that Switzerland. Phil- 
ippine Islands and Austialia SIP 
inteiested 
m 
p^iticipating. 
Al- 


ready taking pail aie West Gei- 1 
manj, Alaska, 
Canada and lie- 


land 


The National Rules Committee 


is made up of lepiesentatives from 
leading 
newspapers, 
lailio 
anil 


tele\ ision stations and othei 01- 
gamzaUons 
Avhicli 
co-opeiale 


with Cheviolet in condurung the 
amatem car 
building and 


competition foi bojs 


Dragon Band Has An Unusual 
Show Lined Up For Saturday 


An Interesting, surprising nnd timely show Is hi »tor« for fo«4- 


hnll fain who attoiid the game at War Memorial Field Saturday 
j 


Iwtupeii the Dragons and the Kidg->\ay Elkers. according t» a 
little aiiiiuire Information from Harry Summers, director of th« 
High School Band. 


An oUl-fiisliiniipd polltUii! parnflp and demonstration KM beea ' 


In reheursjil for somo tune In the Blue & White musician*. It will , 
pre-smit "Amy anil Mike1' and ''Hattie arid Kste>", along with "Jo* j 
Smith." Also on the program will ho a rtipresentaHoit ot the SMI- 
OCA Indians, ^ ho \\111 be ghou an opporliinlty to say something 
about tho proposed Kiii/ua 


Mr. Summer* snys both the "RamocratV and the "Depubll- 


cans" will lie ri'pwsfnlcrt in tho parntle> which will b« staged be- 
lore tho band forms the letter reminding everyone to "Vote" M 
November Gtli. 


Gamr timo will 1>« 1:30 o'clock, and It Trill IMS the la«t home 


gtniio lii'fnrn tlio Important annual contest with Jamestown, at 
\\tir Memorial Field on Saturday, No\ ember lOlh. 


TCldiidge. "\Vnri en; 
Putney, Tichoute 


Mis Virginia 


CLASSIFIED ADS accepted un- 


CRASH VICTIM 


Cahfoima, Pa 
UP) 
Di Ber- 


nard 
f Kiamor, 50, of Mnnesson 


wns killer! Lod<T\ in an nulo oia.sU 
on £og-hhi ouded Route SS neat the 


\Vnslnngton County 
village 
ot 


Cokesbuij* State police said Kram- 
ei s car plowed into a stopped auto 
at the si-one of another accident, 
apparently minor 


More 
than 
250,000 
different 


plants are known to mankind 


Corydon School Turned 
Into Recreational Center 


Corydon—In the near futuw, the 


Corydon. school building and its 
sizeable grounds bid fair to become 
a recreational center for the youth 
of the community. 


Permission for their use has 


been granted by the local board of 
education and the Ladies, Auxil- 
iary to the Corydon Volunteer Fire 
Department promising a helping 
hand. 


The 
well-constructed femldmg 


boasts of three large rooma which 
underwent a thorough cleaning bee 
at the hands of the young people 
tins past weekend. 


Plans are in the making for a 


number of fall and n inter events, 
first on the list being a Hallowe'en 
party. 


Numerous local residents have 


offered their services to chaperonc 
various groups, and the public is 
urged to- support the plans as a 
worth while project. 


The Demooratle Party r«ally 


"began with the election, of Andrew 
Jackson in 1828, when tha ps,rty 
took its present name. 


LAWN SWEEPERS 


L«wn combs, lawn seed and fertiliier—now 


is the tim» fo seed, feed and strengthen 


your lawn. 


CALL 4£G7—for anything yon need—we deliver 
Service Hardware Co. 


414 Penna. Avenue, West 
WARREN, PA. 


BEYEYINO ELECTRIC CO. 
Hen* 471 


in 


ALL TYPES 


Kitchen Installation 


and Remodeling 


Cabinets - Sinks 
Dishwashers, etc. 


WESTINGHOUSE APPLIANCES 
PBOMPT AND EXPERT SERVICE 


• 
' 
i 
ii 
i i •MW^^BB^VIPvqwIMBMII^MI^HMW 


Going to Remodel or Rebuild? 


Let Us Give You Free Estimates on 


Reynolds Aluminum Siding - Rubberoid Asbestos 


Siding - Rubberoid Roofing Shingles 


Satisfaction Guaranteed 


Alcorn Roofing & Siding Co. 


804 Penna. Ave., East 
[near South St.) 
Phone 3650 


RCA VICTOR 


Sales 
Service 


Television 


Radio 


, Record Players 


Beckle 


Just out and just ivonderful 1f 


new Bel Air Sporl Coups v«,n Body by fisher. 


TOMORROW- 
CHEVROLET ! 


IT'S SWEET, SMOOTH AND S 


Chevy goes 'em all one better—with a daring new departure 


in design (looks longer and lower, and it is/), exclusive new 


Turboglide automatic transmission with triple turbines, a new V8 


1->aiac"fcT,f-r i 
-A *J- "* 
"S-^ -" 
-3 


and a bumper crop of new ideas including fuel injection! 


CHEVROLET 


1UBA 
57 C H E V R O L E T 


*Z70-h.p. engine also available nl 
fxlra cost. Also Ramjet fuel injec- 
tion engines uilh up lo 283 hp in 
Corvette and passenger car models. 


New right down to the wheels It rolls on—that's the '57 
Chevrolet! 


By now you know it's new in style. You can see that Chevy's 


longer, lower—and every inch a beauty. 


But Chevrolet's new in lots of ways that don't show up in 


our picture. It's new in V8 power options that range up to 245 
h.p.* Then, you've a choice of two automatic drives as extra- 
cost options. There's an even finer Powerglide—and new, 
nothing-like-it Turboglide that brings you Triple-Turbine take- 
off and a new flowing kind of going. It's the only one of its 
kind—the newest, sweetest, smoothest automatic of them all! 


Come see the new car that goes 'em all one better—the new 


1957 Chevrolet! 
Jha new Bel Air 4 Door Serfon—cne of 20 sfrlJcing new Chevies. 


Only frajichised Chevrolet dealers 
display this famous trademark 


DAN'S CHEVROLET. Inc. 


413 Penna. Ave., E.' 
Warren, Pa. 
Phone 1444 


T I M E S - M I R R O R . T H U R S D A Y , O C T O B E R 
' 1 8 , 195 6 
W A R R E N , PA. 


FOLLOW THE 
CROWDS!! 


Reduced Prices During WARD WEEK 


MONTG 
WARD and 
GO 


WARREN, PA, 


Obituaries 


Funeral Information Will Be 


Found Under Another Heading 


BIBS. GODFREY LANTCZ 


Funeral services will be held in 


Mount Nebo Chapel in Mt. Jewett 
at 2:30 p. m. Sunday for Mrs. Hil- 
ma B. Lantz, widow of 
Godfrey 


^antz, of Mt. Jewett. 
Interment 


will follow in Mount Nebo ceme- 
tery. 


Mrs. Lantz, aged 83, died Wed- 


nesday morning at the home of 
a daughter, Mrs. Harold Clark, in 


Erie. Also surviving ara the fol- 
lowing daughters and sons: Mrs. 
Ployd Swanson, Tidioute; Mrs. 
Arthur Wallin and Victor Lantz, 
Mt. Jewett; Mrs. August Larson, 
Mrs. Elmer 
Wallin, Erie; 
and 


Floyd Lantz, 
Franklin! 
Besides 


these, she leaves 22 grandchildren, 
29 great-grandchildren; two broth- 
ers and a sister, Herman Hanson, 
Ludlow; Frank Hanson, Rochester, 
Minn., and Mrs. Gust Youngberg, 
Buffalo, N. Y. 


Funerals 


RALPH MANTSTO— 
Attention is called to a change of 
calling hours announced in an- 


other 
column 
of 
this 
Issue. 


FrieuiJs will be received at the 
Leo D. Gibson Funeral Home, 
starting- at 7:00 p. m. today, and 
the parish rosary will be recited 
there at 8:00 p. m. Friday. Funer- 
al services will be held at 10:00 
a. m. Saturday at Holy Redeemer 
church, with interment following 
in St. Joseph' cemetery. 


MEN'S SPEAKER 


The Rev. Vincent Rothwell, of 


Bethel EUB church, will be speak- 
er for the monthly meeting of 
Youngsville EUB Men this even- 
ing. 
He will speak of the work 


at Red Bird Mission in Kentucky, 
which he visited last summer. 


BUY TJ. S. SAVINGS BONDS 


fBEVEVIN 
GIGANTIC 


SAMPLE 


We must make room for '57 Models, therefore, you can 
cash in on some fantastic bargains . . . See for yourself 


Conlon Ironer 


Was 244.95 
150.00 


Westinghouse Table 


Wat 36.50 
30.95 


Schick Razor 


Model 20 


Was 26.95 
4*fe >H 
dFSiE51 


Now /I ^f*fc 
mm • • M «r 


Westinghouse 
Portable Radio 


RCA Estate Gas 


Ranges 


Wat 
239.95 
299.95 


209.95 259.95 


Handy Hot Apt. 


Washer 


Complete with Wringer 
' 


Was 41.90 


N™ 33.95 


Preway Built-in 
Range and Oven 


Gas Oven 


Was 208.00 


N~ 189.95 


4 Gas Burners 


Was 105.95 


N°« 89.95 


• 


2 Electric Burners 


Was 83.50 
69.95 


Wat 27.95 


Now 


Ironrite Health Chair 


Was 12.95 


NOW 9.95 


Westinghouse 
Electric Ranges 


40-inch Range - Full Oven 


Wat 
339.95 
259.95 


NOW 779 95 
£,1 /•/*/ 


Westinghouse Frost 
Free Refrigerator 


10 Cubic Foot 


Was 389.95 


N"» 299,95 


Hamilton Beech 


Mixette 


Was 21.95 


NOW 15,95 


Westinghouse and 
Fedder Air Cond. 


Was 
289.95 
319.95 


»•• 245.95 275.95 


Bevevino Electric Co. 


Times Topics 
*—, 
.j. 


A IJTTLE WEAVER 


At 7:50 p. m. Wednesday, Claude 


Phillips, 54, of 105 Myrtle Street, 
was stopped at Pennsylvania Ave- 
nue, East, and charged with driv- 
ing during a period of auto intoxi- 
cation. He pleaded innocent this 
morning before Peace Justice Mar- 
ion Loucks, waived a hearing and 
was lodged in Warren County jail 
in default of $500 cash bond. 


THE MARKETS 


New York (IP) — Stocks: Noon 


volume 600,000. 


FLOOD DAMAGE REPORTS 


Borough Manager George Ger- 


acimos this morning reported that 
reports of flood damages during 
the past 20 years are feeing filled 
out and returned to the borough 
office by residents of Glade and 
Indian Hollow Run areas. 
The 


state asked that the total damages 
during that period be compiled be- 
fore final approval is given to per- 
manent creek bed 
improvements 


costing approximately 
$250,000. 


Don Schuler 
handed out the re- 


port sheets earlier this week and 
any one who has not yet received 
one may acquire it by calling the 
borough office, phone 263. 


Air Reduction 
............. 
45^» 


Allegheny Lud Steel 
........ 
55% 


Alcoa 
................... 
lOo1^ 


Allied Stores 
............. 
48% 


American Can 
............. 
41 y2 


Am Gas and Elec 
......... 
37 14 


Am Machine and Pdry ..... 
35%, 


American Radiator 
........ 
19% 


American Stores 
.......... 
50 


Am Tel and Tel 
........... 
168% 


American Tobacco 
......... 
73 % 


Anaconda 
............ 
*. ___ 77^i 


Armour and Co 
............ 
18 


Armstrong Cork 
.......... 
30% 


Baldwin Lima 
............ 
13 


Baltimore and Ohio 
....... 
50% 


Bethlehem Steel 
.......... 
167 


Briggs Mfg 
............... 
18ys 


:ase, J. 1 
.................. 
13% 


hrysler 
................. 
75% 


Lties Service 
............. 
60% 


:iuett Peabody 
............ 
40% 


Columbia Gas 
............. 
167s 


Continental Can 
........... 
47% 


Curtiss Wright 
........... 
38% 


DuPont 
.................. 
194% 


Eastman Kodak 
.......... 
90 


Erie Railroad 
............. 
20V2 
Ford Motor 
............... 
60 


Freuhauf Trailers ....... . 27 
General Dynamics 
......... 
71% 


PEACE PARK 


Watertown 
Lakes 
National 


Park which, together with Glacier 
National Park across the Montana 
border, forms 
the International 


Peace Park, shared by the United 
States and Canada. 


Westinghouse Clock 


Radio 


Was 39.95 


N-W 32.95 


Norge Automatic 


Washer 


Was 309.95 


N- 263.95 


Westinghouse 


Television 


21" ConsoleHe 
Metal Cabinet 


Was 249.95 
219.95 


21" Console 


Wood Cabinet 


Was 279.95 
249.95 


Hamilton Beech 


Drink Mixer 


Was 22.00 


NOW 17.95 


Thermodore Built-in 


Electric Range 


4 Burners 


Was 162.95 


N°» 125.00 


MOOSE 
CLUB 
COUNTRY 


STORE 


Saturday, Oct. 20 


Music by 


Leo 


—Featuring— 


SHIRLEY BROWN 


as vocalist 


Dancing 10 to 2 


GIRLS 


I WANTED 


Apply 


Immediately 


•for steady work 


NEW PROCESS CO. 


37'/2-Hour Week 


Ideal Working Conditions 


Many Free Extra Benefits 


Buy the Best— 


BUY RCA TELEVISION 


—at— 


SERVICE HARDWARE CO. 


414 PENNA. AYE., WEST 


Seventeen, twenty-one and twenty-four Inch 


screen models in stock. 


FREE—six months service policy with each new 


KCA Receiver 


418 Pa Ave.. W. 
Phone .478 


USED CARS 


1953 CHRYSLER, NEW YORKER 


4-door—New Tire's—Low mileage—good paint—radio 


1953 CHEVROLET, BEL AIR 


Hard-top—low mileage—Tu-Tone paint—Power Glide 


1952 CHEVROLET, DELUXE 


2-door—Tu-Tone paint—radio—Power Glide 


1951 NASH, AIRFLIGHT 


4-door—Tu-Tone paint—radio 


1951 
PONTIAC 


4-door—8-cylinder Chieftain—standard transmission 
—radio 


1951 
PONTIAC 


2-door—8-cyl. Chieftain—Hydramatic trans.—radio. 


1956 PACKARD, EXECUTIVE 


4-door Demo—loaded—low mileage 


KEYSTONE GARAGE OF WARREN, INC. 
323 Penna. Ave., W. 
Phone 3193 


Your Imported Car Dealer 


General Electric 
........... 
59^4 


General Motors ..... \ ..... 46% 
General Public Utility. ..... 37 
Gulf Oil 
I B M ...r .......... . ..... 497 
International Harvester . — 35 
Internatioanl Tel and Tel . . . 31% 
Kermecott 
............... 
132 V4 


Liggett and Myers 
........ 
64% 


Loew's 
Montgomery Ward 
National Biscuit 
.......... 
34% 


National Dairy 
............ 
37% 


National Distillers 
......... 
28*4 


National Fuel 
............. 
19 ii 


New York Central 
......... 
38% 


Penney JC 
................ 
84 


Pennroad 


Stand Oil N J 
53% 


Sylvania 
50 


United Air Lines 
39% 


U S Steel 
67 


"Westinghouse Elec ..-. 
52% 


Woolworth 
44% 


Youngst Sheet and T 
101% 
/ 
— 


American Exchange • 


Elec Bond and Share 
.- 2 


Glen Alden 
: 
26% 


South Penn Oil 
10% 


Penn Power and Light ..... 45% 
Pennsylvania RR 
......... 
23% 


Pennsylvania Salt 
.......... 
57 


Pepsi-Cola 
............... 
19% 


Phila Elec 
................ 
37% 


Phillips Pet 
............... 
49% 


Pittsburgh Plate Glass ____ 84% 
Pure Oil 
.................. 
39 


R C A 
.................... 
37% 


Reading Co 
................ 
32% 


Schehley 
................ 
18% 


Socony • 
................... 
53% 


Sinclair 
.................. 
58% 


Sperry Rand 
.............. 
23 % 


Square D 
................. 
28% 


Stand Brands 
............ 
39% 


Stand Oil Calif .' 
........... 
47 


Stand Oil Ind . .< 
........... 
57% 


Sunray Mid-Cont 
.......... 
25% 


FIRST AIR BOMBING 


First aerial tombing raid in his- 


tory took place in 1849 during 
Austria's siege of Venice. Aus- 
trians released hot air balloons, 
each carrying a bomb equipped 
with automatic release. 


EVENTS TONIGHT 


6:00, All-We-Je Club, YW. 
6:00, WBA supper-meeting. 
6:15, Dorcas Class, Grace church 
7:30, 
Marina 
meeting, 
VFW 


post rooms. 
. * 


7:30, Warren Art Group, studio. 
7:30, Altar Society, St. Joseph's. 
7:30, Elks Bridge Club. 
8:00, Ruth Bible Class, 1st. Lu- 


theran. 


8:00, Moms' Club. YMCA. 
8:00,, WSWS, Salem EUB. 
8:00, VFW meeting, post rooms. 
8:30, "Peg o1 My Heart", Wom- 


an's Club. 


TODAY Is pay day for all who 


have classified ufls. 


USE OUR CHRISTMAS LAYAWAY PLAN 


for SUNBEAM ELECTRIC APPLIANCES, ALL 


HOUSEWARE ITEMS, ELECTRIC and HAND TOOLS, 


SPORTING GOODS, etc. 


SERVICE HARDWARE CO. 


414 Penna. Aye., W. 
Phone 4267 
We Deliver 


Phone 6747 
Phone 6747 


WIGTOWN MOTORS 


YOUB FRIENDLY FORD DEALER ^ 


A-l USED CARS—Cleanest in Town 


1955 Chevrolet, 210, Station Wagon 


Big car look of solid comfort in every line and contour.. Long, low, massive. 
Own this car and forget the headache of keeping your old bus going. A like- 
new car at a low used car price. Fully equipped with V8 engine, Powerglide, 
radio and heatre. 


ii 
it 4-dr. Sedan 


Famous Olds streamlined design with futuramic styling. "Rocket" engine. Am- 
azingly smooth, incredibly silent and efficient, more power on less gasoline. 
Equipped with Hydramatic, radio and heater. 


1954 Ford Custom, 2-dr. Sedan 


Smart, swift, sturdy. We don't "believe you can possibly duplicate this excep- 
tional bargain. You can. pay more but you can't buy better. Equipped with 
gas saving overdrive, radio and heater. 


1953 Chrysler Windsor, 6 cyl., 4-dr. Sedan 


Inspect this beauty queen from top to bottom, inside and out. Lift the hood, 
look at the tires, take a ride. It will sell itself. Equipped with automatic trans- 
mission, heater and backup lights. 


1953 Buick Convertible 


It's big, it's beautiful, it's a Buick. Boss of the road in any man's language. 
. Smart-as-tomorrow styling. Just what you've been waiting for. Fully equip- 
ped with Dynaflow, radio, heater, automatic window lifts and power steering. 


» 


1953 
DeSoto, 4-dr., Firedome 


A dream boat in every respect. Built to stay new in design and mechanical 
perfection. You couldn't ask for more in style and performance. Excellent 
condition throughout. Carefully owner driven. Equipped with automatic 
transmission, radio and heater. 


1952 Studebaker, 4-dr., Commander 


If you want real value, here it is. Years ahead streamlined styling. Big car 
comfort, small car economy. Completely modern transportation at less cost 
than you'd expect. 
. 
, 


1952 Pcntiac, 4-dr., Sedan 


Finest combination of beauty, performance, dependability, economy and value. 
"Will save you dollars every day you drive. Fully equipped with Hydramatic, 
radio and heater. 


1951 
Plymouth, 2-dr., Station Wagon 


This is IT! A good car, a bargain price. Travel there and back in this sleek, 
low, hug-the-road Plymouth. Smooth, powerful performance with record-mak- 
ing, economy. 


T95T Cars and Newer, Carry Our Famous Thirty-day Warranty 


Others to Choose From 


Good selection of no-down payment cars 


1951 Henry J—4 cylinder 
1949 Chevrolet—4-cylinder 
1947 Plymouth—2-door 


1953 Henry J—6-cylinder 
1951 Ford Y8 
1950 Ford V8 


Phone 
6747 
MIDTOWN MOTORS 


Phone 
6747 


Warren County's Volume FORD Dealer 


North Warren Three-Lane—just above the Dairy Queen 


OPEN EVENINGS UNTIL 9 P. M. EXCEPT SATURDAY 


W A R R E N , P A . 
T I M E S - M I R R O R . 
T H U R S D A Y , O C T O B E R 
1 8 , 
N I N E T E E N 


Think Ahead To Winter-Why Store It? Sell It With A Want Ad 


CLASSIFIED 
ADVERTISING 


CASH RATES 


Up to 15 -word or 
35 to 20 -word or 
9* ^o 25 words Or 
iitj to 30 words or 
31 to 35 -words or 


1 
3 
6 
d»v days days 


3 lines .75 1.92 3.20 
4 lines .90 2.40 4.00 
5 lines 1.05 2.88 4.8C 
6 lines 1.20 3.36 5.6C 
7 lines 1.35 3.84 6.40 
36io40^dsor 8 lines 1.50 4.32 7.20 
41 to 45 words or 9 lines 1.6o 4.80 8.00 
46 to GO words or 10 lines l.SO o.2§ 8.SO 
51 to 53 TTOrds or 11 lines 1.9a 5.7o 9.60 
66 to GO words or 13 lines 2.1o 6 24 10.40 
Special Monthly Bates Furnished 


Tip on Bequest 
No classified advertising will be taken 
evnr the telephone except l?om persons 
or firms having reffnlar advertising ac- 
counts. All classllled ads must bs mail- 
ed or brought to the Times-Mirror office 
accompanied by the necessary casli, 
vioney order or checl£. 
* 


Closing Hours: 11:00 A. M. 
Business Office Phone 438 or 439 


Announcements 


PERSONALS 


Business Service 
Instruction 


It IUSINESS &ERV1CI OFFERED 
COMFORTS AND PILLOWS Ren- 
ovated and Recovered. We will be 
in the Warren & Jamestown area 
Oct. 
23rd. For Service write: 


SPARTANSBURG 
W O O L E N 


MILLS, Spartanstiurg, Pa. 


BULLDOZING, 
grading, 


moving. Phone PL 7-8829. 


earth 


. HEVDS OF ORNAMENTAL 


IKON WORK 


also 


ORNAMENTAL NAME PLATES 


WITH BRACKETS 


Frantzen 


620 Pine St., Jamestown, N. T. 


Phone Jamestown 51829 


"WHO said no relief from dandruff ? 
People with the worst cases say 
the nsv/ Sanidyne is terrific. 
Gauglm's Drug Store. 


"IP YOU are not completely satis- 
fied with your figure, try 
a. 


Spencer. Claribel Haines, James- 
town 4029, Warren 1476. 


"WOULD LIKE to care for an in- 
valid in my home or yours. Phone 
182-M. 


INSTRUMENTS for rent, $1 week. 


Studley's 
Music House. 
Call 


Bradford 3000. 


LADIES bring your sewing prob- 
lems to Montgomery Ward store 
at Warren, Pa. Seamstress and 
demonstrator on the sales floor 
at ell times. 
Sewing machines 


$59.95 up, backed 
by Ward's 


guaranteed satisfaction or your 
money back. Only $5.00 down. 


ALCOHOLICS A N O N Y M O U S , 
Warren Group; P. O. Bos 535, 
Warren, Pa. 
Meets Tuesdays, 


8:20 p. m., Trinity church, parish 
houses Saturdays, 8:30 p. m., War- 
ren State Hospital. All inquiries 
confidential. 
.. 
.• --. 


10 
. FOUND 


LOST — Friday in vicinity of lower 


West Third Ave., a yellow and 
black cat about 2 years old. Re- 
ward. Finder please call 255. 


Automotive 


II 
AUTOMOBILES FOB SALE 


FIRST $400 purchases 4-door, 1951 
Kaiser with overdrive, heater. 
39,650 actual miles, 
excellent, 


economical running condition. Ph. 
175-R. 


USED CAR BARGAINS— 
~ 


1953 Nash Rambler 
1950 Buick sedan 


C. C. SMITH CO., INC. 


11 Market St. 
Phone 2700 


Open Mon. thru FrL 'til 9 P. M 


WAIT 


for the 1957 Dodge A: Plymouth 


and be 3 Years ahead 


H. L LlftK 


25 Penna. Ave., E. 
Phone SOOO 


Open evenings 'til 9 


" 
BEST BUY USED CARS 


1950 DeSoto 4-dr. sedan 
1953 
Henry J 6-cyl. sedan 


1952 Willys 6-cyl. S. W. 2 w. d. 
1954 Willys S. W. 4 w. d. 
1052 
Willys %-ton pickup truck 


(4- wheel drive) 


1946 
Dodge ?4-ton pickup 


HANNA MOTOR SALES, INC. 


• Kaiser & Willys 
Warren, Pa. 


1953 Ford V-8, heater, clean, one 


owner. 


1953 Pontiac 8 cyl., 2-door sedan, 


very clean, one owner. 


1953 Mercury Custom hardtop, 


mercomatic, radio, heater, 
very clean, one owner. 


1852 Kaiser 4-door sedan, heater 
1951 Mercury 2-door sedan, merco- 


matic, radio, heater. 
JOHNSON MOTORS 


Lincoln-Mercury 


New Location 
6 Water St. 


•IIC HOUSE TRAILER FOR SALE 


HOUSE TRAILERS FOR SALE 


1 New 1957 Elcar 10 ft. wide, front 


and rear bedrooms. 


New 1957 Nashua 42 foot. 
New 1957 Nashua 35 foot. 
New 1957 Nashua 28 foot. 
New 1956 Elcar at big discount. 


HARRY A. BROWN 


Spartansburg, Pa. 


Phone 2665 


SAWS gummed, filed, set. Recon- 
ditioned. Peterson. 69 Cobham 
Rd. Phone 1933. (Park St. E?t). 


FLUMBING-HEATING-Carpenter 
work. 
Free estimates. 
Phone 


Youngsville 22475. 


AND LINDSTROM 


Trailer Sales, Jamestown, N. Y. 
Phone 8-4853- Open evenings. 


12 
TRUCKS FOR SALE 


CALL Williams Salvage Co. when 
disposing of salvage. 
Highest 


prices paid for old rags. Phone 
2914. 


TRENCHING, excavating. Cleatus' 
Remmy, Jackson St. Ext:., War- 
ren, Pa. Phone 39S3-R. 


42A 
INSTRUCTION—MALE 


DIESEL 


HEAVY EQUIPMENT 


We are seeking men in this area 
to train for Diesel and Heavy 
Equipment. High pay and future 
security are the benefits of a 
trained and qualified Diesel man. 
If you have mechanical aptitude, 
write to us for free information 
without obligation as to how you 
may become a part of this rapidly 
expanding industry. 
TRACTOR TRAINING SERVICE, 
INC., Box 299, c/o Times-Mirror 


,*^^•^^•^J-^V>u»S^•^^.^J••W*•J•• 
Livestock 


v>^w»*w«*«»'wvw-^*-^^ 


47 
Dogs, Cafe end Other Pets 


1 BEAGLE dog, 2 years old, running. 


I Call 5S05-J-11. 


Upholstering 
527 North Worth Street 


RUFFENER'S' UPHOLSTERING 


CO. — Dial 3-S021, Corry, Pa. 


24 
SPECIAL — 5 "shirts, beautifully 
laundered, 51.00. Wills Cleaners. 
Cash and Carry only. ' 327 Pa. 
Ave., W. Phone 452 and 3015. 


25 MOV1KS. TRUCKING. STORAGE 


48 
HORSES AND CATTLE 


WE SPECIALIZE in moving, pack- 
ing household goods. Phone 35. 
Masterson Transfer Co. 


MOVING PRICES. Call us first. 
Warren Transfer and Storage Co. 
Phone 1193. 


Employment 


32 
HELP WANTED—FEMALI 


WANTED—Waitress for week-end 
work from 5 p. m. to 10 p. m. 
Call 3478-M. 


WANTED—Dependable lady to do 
liousew.ork every other Tuesday, 
two in family. Write Box 611, c/o 
Times-Mirror, giving references 
and qualifications. 


WANTED-—Morning waitress. Ap- 
, ply in person at Cunningham's 


Restaurant. 


DISHWASHER wanted. Apply in 
/-person at-Cunnihgham's -Restaur- 


ant. 


WAITRESS wanted, experience not 


necessary. Apply in person, Penn 
Restaurant. 


33 
HELP WANTED—MALI 


BARTENDER—1 steady, 2 part 
time. Dependability more import- 
ant than experience. Pers. inter- 
view, White House Inn. 


YOUNG MAN—If you are between 


the ages of 20 and 30, Tiave a 
commercial or business course 
education, including typing, a lo- 
cal concern has an immediate 
opening for you. Man selected will 
be trained to assume executive 
responsibilities and have unusual 
opportunity for advancement. Ex- 
cellent employment benefits. Please 
reply in full giving education, ex- 
perience, expected salary and ref- 
erences. Replies confidential. Box 
977, Warren Times-Mirror. 


FOB SALE— 1951 Chevrolet pick- 
up truck. Good condition. Good 
tires. Call 2498. 


GRAVEL3? 5 h. p. all-gear drive 
small powerful tractors. 
Solve 


year-round upkeep p r o b 1 ems. 
Gravely Sales. and Service, Jack- 


L Son'' Ave., Ext. Pk, 3SJ&U, 


MAN to wash and grease cars. 
Midtown Motors, Ford Agency. 


WANTED—Experienced field man 
familiar with New York City, 
New York State and New Jersey 
milk inspetcion. 
Company will 


furnish new car. Details, past 
experience and salary expected in 
first letter. Write Box 688, c/o 
Times-Mirror. 


HELPER, for work on delivery 


truck wanted full time. Inq. in 
person at Bartsch Furniture. 


TRAILER TANK 


SALESMAN 


Have following among truckers 
that specialises in liquid trans- 
portation. Must be familiar with 
all types of carbon steel and 
stainless steel t r a n s portation 
tanks. Draw against comm. Send 
resume or apply: Doyle & Roth 
Sales Corporation, 136 24th St., 
Brooklyn, N. Y. Att.: Mr. H. 
Baker . 


YOUNG MEN, 18 to 30 yrs., apply 
now for Registered Nurse train- 
ing and a career in civilian and 
military nursing. Scholarship and 
full maintenance provided. Write 
LeRoy N. Craig, R. N. School of 
Nursing for Men, Pennsylvania 
Hospital, 4401 Market Street, 
Phila. 4, Pa. 


34 
HELP—MALE AND FEMALE 


WAIsiTED—Man and wife or res- 
pectable party to manage on lease 
basis existing soda fountain and 
equipment. 
Write Bos 698, c/o 


Times-Mirror stating qualifica- 
tions. 


*Ww"^>^»*^^«^^^^vs*%/\^XN^i^S**^VWS/N^S^/'v/N/« 
36 SITUATION WANTED—FEMALE 


BABY-SITTING wanted afternoons 


and evenings. Phone 1304-M. 


WILL take care of children while 


mother works, also will do iron- 
ings. Phone 3543-R. 


LADY desires light housework or 
baby sitting. 
Elizabeth 
Hall, 


Jackson Run Rd. Ph. 1583-W. 


WELL MANNERED and gentle 


saddle horse for sale, veiy reason- 
able. Phone 49T-M. 


SHORT OF HAY?—Sell that bull. 
Call Warren County Artificial 
Breeding Coop., Youngsville 62241, 
Russell PL 7-4310 before 10 a. m. 


49 
POULTRY AND SUPPLIES 


100 HENS—Hampshire Red chick- 
ens. Harold Bloomgren, Fairbanks 
Road, Lander, Pa. Phone Russell 
PL 7-4714 - 


-.- DRIVE CAREFULLY* 


50 
WANTED—LIVESTOCK 


WANTED—All types of beef cat- 
tle and heavy bulls. Call 2-7 S22 or 
write Stockton's Wholesale Meats, 
Colrnnbus-Lottsville Road. 


^r-S^V^^~-w^«***n'S_^~-wi^— -ni-Ws 
Merchandise 


51 
ARTICLES FOR SALE 


HEADLINER TDC slide projector 


equipped 
with 
changer, 
only 


?59.50 at Borg Studio. 


STATIONARY TUBS for 
sale. 


Telephone 3992. 


COAL FURNACE . and stoker in 
excellent condition. Call Youngs- 
ville 5-2131 after 6 p. m. 


ELECTRICAL 
wiring 
supplies, 


complete line, everything for 100- 
amp. services. Smith's G.L.F., 704 
Penna. Ave., E. 


FOR SALE—Heatrola, burns coal 


or wood, very good condition. In- 
quire 123 Onondaga Ave. between 
5:30 and 6:30 p. m. 


MUST SELL CHEAP-Medium size 


Moore gas heater, used washer; 
also combination wood and gas 
kitchen range, ideal for camp. 
Call Walter Wroblewski, Youngs- 
ville, Pa. Ph. 3-2642 after 5 p. m. 


410 AND 16 GAUGE bolt action, 
C-shot shotguns, good condition. 
Call 5808-J-12. 


FOR SALE—120 bass accordion, 
Frigidaire 
refrigerator. 
Phone 


813-J. 


y3 H. P. Homelite chain saw. 
Good condition. Reasonable. Phone 
5829-R-l. 


NEW slant-needle Singer portable, 


case, some attachments, 
never 


used. Portable pool table, 3' x 6'. 
Call Shef. 5271 after 6 P. M. 


21" MOTOROLA TV, like new 


Smith - Corona standard 
type- 


writer, Argus C3 camera with 
case, Singer portable sewing ma- 
chine, 7x50 field glasses with case, 
Kerosene cook stove, cheap Rem- 
ington 60 deluxe electric shaver, 
nearly new, $22.50, 12 base be- 
ginner's accordion, ?35. See at 
6th house on right west of Drive- 
in Theatre. 


FOR SALE — Tjaeo. refrigerators 


from ?29.50 up at C. Beckley, Inc. 


SCREENED nut coal, 4- to 5-ton 
loads, $8.50 ton. Phone 4271 eve- 
nings. 


57 
GOOD THINGS TO EAT 


CHEESE as you like it. Mild, me- 
dium, sharp, extra sharp. Ralph's 
706 Conewansro Ave. 


5f 
HOUSEHOLD GOODS 


LIVING ROOM suite, dinette set, 


end tables, tea table, like new. 
Must sell immediately. 1121 Pa. 
Ave., W. 


G-E REFRIGERATOR in excellent 
condition. Reasonable. P h o n e 
2388-R. Bairu's, North Warren. 


USED FURNITURE AND RUG 


CLEARANCE— 
1-15' x 22' green Wilton rug 
1-12' x 22' green Wilton rug 
4-Used living room suites 
2-Oak china closets 
2-piece sectional, 110" long, rub- 


ber cushions, modern. 


Bartsch Furniture 


Phone 122 


FOR 
SALE — Double bed and 


springs, $10, davenport, $15. Ph. 
4371. 


WYIIOFFS CLEARING HOUSE— 


223 Penna. Ave., West. Phone 
396-J. Buying - Selling - Trading. 


M 
RECONDITIONED TV— 
12" Console 
$25.00 


16" Console 
S40.00 


17" Table Model 
$65.00 


20" Console 
$90.00 


21" Consolette 
$125.00 


Channel 4 aeriels-new 
$8.00 


P. E. KAY, Phone 92341 


- . . .Youngsville, Pa, 


ONE FLOOR HOME located about a 10 minute drive from 
town, on Route 6. Includes large living room, modern kitchen, 
three bedrooms and bath. Basement. Gas furnace. Garage. 
Large landscaped lot. One of the nicest one-floor homes you'll 
find for $10,000. Just listed. 
JEFFERSON ST. school area. Owners going to Florida. Ad- 
aptable as a one-family or two family units. Four large rooms 
and, bath on each floor. Three stall garage. Basement. Gas 
Furnace. Will consider trailer as part down payment. Price 
$13,500. 
EAST SIDE. Owner also going to Florida. One floor home 
consisting of living room, kitchen with dishwasher, two bed- 
rooms and bath. Full basement. Garage. Paved drive. Gas 
furnace. A compact home ideal for couple. Early possession. 


NORTH WARREN. Modern one floor home only a few years 
old. Includes kitchen, large living room with firepalce, three 
bedrooms and bath, attached garage. Gas furnace. Fully land- 
scaped lot. Attractive exterior design with stone front. $14,500. 
CENTRAL LOCATION. Charming Colonial home with four 
bedrooms and 2y> tile baths. Spacious living room with fire- 
place. Glass tile kitchen with appliances. Basement. Gas furn- 
ace. 
A home for the above average buyer at $25,000 . . . but 


worth it. 


FOB SALE OR FOR RENT. 
Cottage home on Willow lane 
fronting on Conewango Creek 
completely 
furnished. 
Pine 


panelled 
throughout. 
Living 


room with fireplace, built-in 
kitchen, bath and one bedroom. 
Shown by appointment. 


HANDY UPPER COJVEWAN- 
GO location but just out of 
borough. Good five room and 
bath home (two bedrooms) Lot 
150x133. Garage, living room, 
dining room, kitchen and bath 
on first floor; two bedrooms up. 
Only $5,800. 


If you want to $ell your home 
before winter . . . better get it 
li$ted with $TAHLMAN .foon. 
E$timate of value . . . ju$t give 
me a call. ?ell while buyer? are 
buying. $tahlman list.? to $ell. 


tick SfdfcBmcm, Ftae 12-J. Office 101G Pea. Ave. i. 


HOMES FOR SALE 


EAST SIDE. Large Living room, 
Sunporch, 3 EUdroomi and bath 
up. 
Full, h i g h butment, gai 


furnace, garage. 
Immaculate in- 


side and out and priced to tell 
at $12,000. 


UPPER CONEWANGO SECTION. 
Small bungalow suited for coupla 
or family of 3. Hat living room, 
modern 
Knotty 
Pine Kitchen, 2 


Bedrooms, bath and utility room, 
•xcellsnt 50'xlSO' lot, $6,250. 


EAST SIDE DUPLEX. First floor 
has 
living 
room, Dining 
room, 


Kitchen, 3 
Bedrooms and bath. 


3-room apt. up, 50'xl75' 
lot, 


double garage, $7,900. 


Ono thousand four hundred end 
fifty iq. ft. is a lot of house on 
one floor. Has Living room. Din- 
ing room, Kitchen, 3 large Bed- 
rooms and bath, full basement, in- 
togoral garage, select oak floor- 
ing and trim, approx. I acre of 
land, 
10 
minutes d r i v e from 


V/arron, $16,000. 


List With a Leader 


DICK WOLFE REAL ESTATE 


Phone 3789-J 
246 Pewna. Ave., West 


Merchandise 


64 
SPECIALS AT THE STORES 


GOLD SEAL rugs. 
Armstrong 


Quaker rugs. 
Congowall, inlaid 


linoleum. All at bargain prices. 
Plenty of free parking. Cole Fur- 
niture. 


AT RALPH'S—Fresh sweet cider, 


bring your jug. 


GUNS & AMMUNITION—Sell & 
trade. Thelin's Store, Cobham 
Park Road. Phone 9728. 


GLASS LINED AUTOMATIC Gas 
Hot Water Heaters— 
30 gal., $80.87, — 10 yr. -snar. 
40 gal., $102.95, — 10 yr. guar. 
Beach Plumbing and Heating Co. 


Fhona 1939 


BIG discount on all lighting fix- 
tures while they last. Schaefier 
Electric Co. 


•^fTS*s*^> 
WANTED TO BUY 


WANTED—2- or 3-burner gas hot- 
plate. Phone 3539-J. 


Rooms and Board 


68 
ROOMS WiTKOUT BOARD 


SLEEPING ROOM for rent. 8 S. 
Morrison St. Phone 2120-R. 


Real Estate For Rent 


74 
APARTMENTS and FLATS 


FOR RENT—4-room & bath fur- 
nished apartment. 
Private en- 


trance. Inq. 37 Glade Ave. Phone 
2335-W. 


ATTRACTIVE unfurnished 3 rooms 


and bath. 1st floor. All private. 
1 or 2 adults. Residential" area. 
Phone 401. 


FOR RENT—Apartment, 4 rooms 
and bath. Adults. Phone 92381, 
Youngsville, Pa. 


FOR RENT—Five room upstairs 


unfurnished 
apartment, adults. 


Available Nov. 1st. Call 4334 af- 
ter 5 p. m. 


75 BUSINESS PLACES FOR RENT 
LARGE high shop, garage or stor- 


age, 30x115 ft., available Oct. 1, at 
rear 123 Elm St.; also shop 23x72 
at No. 12 Clark St. Phone 657. 


77 
HOUSES FOR RENT 


FOR RENT—4-room and bath 


furnished one-story house. Gar- 
age. Adults. Write Box 607, c/o 
Times-Mirror. 


81 
WANTED—TO RENT 


WANTED—Unfurnished 4- or 5- 
room apartment, by couple with 
5-yr.-old child. Phone 6656 after 
5:30 
p. m. 


FAMILY of four needs 5- or 6- 


room house or apartment avail- 
able Dec. i. Phone 2909-W. 


WANTED—5- or 6-room unfurn. 
house or 1st floor apt. by Nov. 10. 
Wm. Starner, Nation-Wide Store 
employee. Phone 1968-R. 


WANTED—First floor unfurnished 


apartment 
for 
adults. 
Phone 


2083. 


Real Estate For Sale 


83 FARMS AND LAND FOR SALE 
FOR SALE—50-acre farm mostly 


tillable. 
Good barn, foundation 


for new house, best of farmland. 
1% miles from Russell. Phone 
PLateau 7-4672. 


83D 
CAMPS FOR SALE 


FOR SALE—4-room cottage on 
Allegheny River, 3 miles from 
Youngsville, 
good fishing and 


hunting. Leon Bennink, Youngs- 
ville, Pa. 
.^•^xv^s^\*^^wi 
34 
REAL ESTATE FOR SALE 


FOR SALE — Two-story frame 
house, 59,500.00. 202 East St., 
Warren. Call 127, Warren. 


LIVE RENT FREE!! 


Excellent two-story, in Warren, 2 
apartments, 5 rooms & bath down, 
5 rooms & bath up, separate utili- 
ties, modern kitchens & baths, 
low-cost gas heat, storm windows 
6 doors, rent from upstairs apt. 
will mafce monthly payments. 
Moving to Florida—asking only 
$12,000. No. 3699. 
WEST REALTY COMPANY 
Sam Gigliotti 
Phone 3753 


Real Estate For Sale 


84 
HOU££i FOR SALE 


LARGE family home with 4 bed- 


rooms, bath, all 
conveniences. 


Large lot. Priced to sell at'$S,000. 
Income home with 2 apis., each 
with 4 rooms and bath. Garage. 
$7,000. 
Tiona—House with 3 bedrooms, 
bath. A 5-aci'c lot \vi'_h 2500 Xmas 
tress. Ses this property and make 
us an offer. 
Ben G. Clifton, Broker, Ph. 2482-J 


2-BEDROOM single iloor home on 
large lot. Garage. On Route 6. 
$4300. Ph. 586S-R2. 


FOR SALE—New home or camp 


on blacktop road. 
Electric and 


telephone. 
Good hunting. Phone 


PLateau 7-4.G72. 


FOR SALE—Very finest EAST 


SID 3 residential area, excellent 
four-bedroom-home in perfect con- 
dition, large living room, sunporch, 
modern kitchen with new break- 
fast room, modern bath, hard- 
wood, gas furnace, garage, beau- 
tiful, large lot. 
JEFFERSON ST. SCHOOL area, 
best 
residential 
location, I1," 


story, 3-bedroom home, modern 
kitchen with dishwasher and gar- 
bage disposal unit, hardwood, new 
gas furnace, lots of closet space, 
two-car garage, large lot, quick 
possession. 
EDGE OF TOWN, lYa story, 4 
bedroom home in excellent condi- 
tion, modern kitchen, l1,^ baths, 
full basement, gas furnace, two- 
car garage, y2 acre of land, quick 
possession. 
Upper CONEWANGO AVE. near 
Home St. School, good four bed- 
room home, ly, baths, hardwood, 
gas furnace, large lot, reasonable. 
ROBERT S. JOHNSON AGENCY 
Real Estate, 501 Warren Nat'l. 
Bank Bldg. 
Phone 2959-J 


39 
WANTED—REAL ESTATE 


DON'T asli which real estate bro- 
ker—phone Stahlman 12-J. 
He 


can sell your property! 
Office, 


1010 Pennsylvania Ave.. E. 


^«^\*v«»i .»«•«•*» ~**r*f**^*^** 
Public Sales 


'VXSw^HSrf-w«^V^_^^^^V^J 


PUBLIC SALE 


PUBLIC SALE— Sat., Oct. 20 at 


12:30 P. M. D. S. T. at 246 West 
Main St. in Youngsville, Pa. Com- 
plete house furnishings, 1954 G.E. 
Console 21" TV set, 3 sofas & 
chair sets, 3 double beds, 2 single 
beds complete, 8 chests drawers, 
chifferobe, dressing tables, 65,000 
BTU Moore heater, 22,000 BTU 
heater, 
small 
heater, 
Maytag 


washer, new Tappan gas range, 
7-ft. 
Philco refrigerator, book- 


case & desk comb., 2 desks, like 
new walnut dining room suite, 
large corner shelves, 2 radios, 
Royal sweeper, 3 rockers, antique 
chair, odd chairs, 6 end tables, 
flower stands, floor and table 
lamps, TV lamp, 6 mirrors, elec- 
tric hot plate, toaster, Iron, iron- 
ing board, dress form, throw rugs, 
dishes, books, small tools. Many 
other-articles. Terms cash. Mr. 
and Mrs. Stanley Taydus, owners. 
Arthur & Laurence Scouten, auc- 
tioneers. 
Phone 2901, Spartans- 


burg. 


^Ssxx>^^i'>^i«xvi«SSS'*ri'vvt^t/^*v-h*xsv 


Auction Sales 


90 
AUCTION SALE 


AUCTION SALE — Russell Fire 


Hall, Sat., 7:30 p. m. Come early 
for a good seat. This will be a 
large sale and will intlude our 
regular Xmas line of Benrus, 
Hoover, G-E, and many other 
name brands. A full line of toys, 
tools, dishes, blankets, appliances, 
watches, Jewelry, and 100's of 
other items. Remember, Sat., 7:30, 
Russell, Pa. 


TODAY is pay day Tor all who 


have classified ads. 


Community Consume 
Discount Company 


F1i*ndnf*Lo*M-t1lt*$JM 


PHUHU Avt. and Hickory 9L 
Wimn 


JUST 


>• The 
c.—f&z.1!. Man likes to 


say "Yes!" to loan rrquccta. Lifa 
insurance on Icon available ct 
low cost. Phono Tor 1-trip loan, 
write or come in today! 


Loans up to $1OOO 


Loans over $600 made by 


Beneficial Consumer Discount Co. 


4 convenient offices 


WARREN—21G Liberty St., 2nd Fl. 


Phone: Warren 285 


BRADFORD — 4 P.lain St., Corr.ei 


South Avenue, Bradford 4-1E6 


KANE—SB Fraley Street, 2nd Floor 


Phone: KAne 434 


OIL CITY — 111 Center St., 2nd Fl. 


0:1 City GX-254 


Opan waning!—phone for houn 


Loam madi to residmti nl oil iimouniling lowni 


Iladio — Heater 


TODAY Is pay Qaj tor all who 


>i;ive classified ads. 


BRICK HOME FOR 


SALE 


3 miles from Post Office 
with large lot, 3 bed- 
rooms and 2 baths, gas, 
fired, steam heating sys- 
tem. 
Large 
basement 


with heated garage. 
Many other features, in- 
cluding fireplace and 
modern kitchen. $15,000, 
can be financed under 
FHA or GI. This is a 
good buy and we are 
proud to recommend it. 


REDDING SMclKTYRE 


Woolworth Bldg. 
Phone 2138 or 391. 


ORDER YOUR 


TOWN & COUNTRY 


RETREAD SNOW TIRES 


TIMMIS BROTHERS 


PHONE 600. NOW! 


DO YOU NEED 


$25 to $600 


You can call us on I lie phone... 
tell us how mucli you want and 
•when you want it. No DELAYS... 
No RED TAPE... the money will 
be ready for you when you. want it. 


All arrangements can lie made bj 
telephone. Private Consultation 
Rooms are provided for your use 
•1 our office. This insures 


fast • confidential • tcrctcm 


156 PA. AVE., W. at LIBERTY ST. 


2nd Floor 


WARREN, PA. 
PHONE 155 


Septic Tanks Cleaned 


Prompt Service 


JAMES B. THOMPSON 
Call 693 or 5620-R11 


See Your Friendly Ford Dealer 
The Best in Used Cars 
MIDTOWN MOTORS 
In Our New Location on the 


Tore.' Lane W.-J. Road 


>=OR SALE 


BLOCK BU8LDSNG 


Good location on Rt. 02. Suit- 
able for many typos of busi- 
ness. See it now! 
LOU5S COLLINS 
7 Penna. Ave. • Phone 2530 


MEANS 
LUMBER 


CO. 


Warren. Fa. 
Phono 582 


IS THE TIME TO 


GET YOUR COAL 


We 
have purchased the eo«I 


business of the late Leo Bushey 
All Old and New Customers 


Will Be Welcomed 


BEARFIELD BROTHERS 


Phone 6645 or 6553 


30 Gallon Insulated 
HOT WATER 


$0495 


ONLY 


Service Hardware Co. 


414 Penne. Ave., W. 
Phone 4267 
We Deliver 


Let Us De-Skid Yaw Tires 


each 


SATISFACTION GUARANTEED 


CARLSON MOTORS 


Penna. Ave., E., at Park 
Phone 2345 


LOANS 


$25, $50, £ $600 


Signature, Car, Furniture 


Money Promptly 


Take up io 24 months to repay 


WARREN LOAN CO. 


301 Second Ave. 
Phone 2237 


Second Floor, Ov«r United Cigar Ster« 


and Betty Dlxon Candy Shop 
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PROTECT IT 


FROM SUN'S GLARE, RAIN 


AND SNOW THE YEAR AROUND 


FOR WINDOWS 


"cUnmm«dby"t-A 
FOR DOORS 
VCoodHoascke.p^ Proven protectioni 


comfort and teliifao 


lion for jour home. In all-season, »11- 
aluminum HASTINGS alumi-AWN- 
INGS, at low coat Ten beautiful color* 
and color combinations from which (o 
choose. Lustrous enamel finish perma- 
nently bonded to durable aircraft alumi- 
num . . . full slatted sides with air vents. 
Interlocking segments fit *ny specified 
window or door opening. 


'FREE ESTIMATI 


Al no obligation to me, j«nd repr«enlatnt to 
give estimate on colt of equipping my hom* 
w.th HASTINGS olumi-AWNIMGS on dim 
and window!. 


I 
1 
I 


I A. C. Peterson & Co. 


Giy; 


127 Pennsylvania Ave., W. 


PHONE 47 


T W E N T Y 
I I ME 3 - M I R R O R . 
T H U R S D A Y , O C T O B E R - I S , 1 9 5 6 
W A R R E N . 
PA. 
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Probation Association Notes 
Campaign For '56 Endowment 
After Most Successful Year 


The excellent progress of War- 


ren County Probation Association 
and preliminary plans for its 1956 
funding program were discussed 
at a meeting of the group last eve- 
ning in Warren County Court 
House Chambers of Judge Alex- 
ander C. Flick, Jr. 


E. C. Rasmussen, Probation As- 


sociation treasurer, 
reported on 


the success of the two previous 
fund campaigns and stated Ro- 
tary Club" had been requested to 
conduct the 1956 drive for 55,000 
to be added to the 
Association's 


Permanent Endowment Fund. 


(It was noted that though the 


$5,000 goal last year fell 
about 


$100 short, the difference had been 
made up through the generosity of 
Chester S. Allen who donated pro- 
ceeds from his sale 
of Hilltop 


Bread Boards. Selling at Pickett's 
Hardware for 55 a set, §1 of each 
sale goes to the Probation Asso- 
ciation. (Shoppers please note}. 


Mr. Rasmussen added to his re- 


port that advance contributions to 
the 1956 endowment had already 
been received from Gerda DeFor- 
est Class of First 
Presbyterian 


Church, First Lutheran 
Church 


Brotherhood, and memorial gifts 
by Mr. and Mrs. Allan J. Scilly. 
•Sifts in memory of Percy D. Bel- 
knap, Mrs. Guy B. Matlack and 
Miss Beverly Richards were the 
first received by Probation Asso- 
ciation and the Board of Directors 
authorized the secretary to pur- 
chase a book to list all memorial 
gifts and send a suitable certifi- 
cate to the family and an acknowl- 
edgement to the honor. 


A, J. McDonnall, Probation Of- 


ficer for Warren County Boys, re- 
ported success in reducing the 
number of boys brought into juve- 
nile court by working out 
unof- 


ficial probations with the boys and 
families. He reported improved at- 
titudes in several cases and said 
one boy was released from a state 
training school when the family 
secured his admission to a private 
church school and another boy had 


•been able to secure a good home 
with relatives in another state. 


Judge Flick reported that in his 


efforts to spread a wider under- 
standing in Warren County of the 
nature, of the work of the 
Juve- 


nile Court and all of its support- 
ing organizations he had address- 
ed so far in 1956 some 21 PTAs, 
church groups and civic organiza- 
tions. The judges noted that juve- 
nile programs are a responsibility 
of the entire community. 


It was reported that after the 


article about the local Probation 
Association appeared in "Rotar- 
ian" five requests for information 
had been received from 
Rotary 


clubs in Pennsylvania. 


Next directors meeting will fol- 


low the November campaign for 
endowment funds. 


BIRTH RECORD 


At Maternity 


Mr. and Mrs. Richard Scalise, 


103 Park avenue, a daughter Oc- 
tober 17. 


Mr. and Mrs. Heracleo Matheu, 


28 Jackson street, a daughter Oc- 
tober 17. 


Mr. and Mrs. Edward McMahon, 


24 N. South, a son October 17. 


Mr. and Mrs. Noble Clark, Pitts- 


fleld, a daughter October 18. 


Mr. and Mrs. Robert Johnson, 


217 Central avenue, a son October 
18. 


At Bradford 


Mr. and Mrs. Harold Eckland 


have received word from Mr. and 
Mrs. Louis A. Eckland, Rose Hill 
avenue, Smethport, of the birth 
of a son October 16 in Bradford 
General HospitaL 


EST APPRECIATION' 


I wish to express my thanks to 


my friends who with their cards, 
gifts 
and kind thoughtfulness 


made my birthday such a happy 
one. 


M. Helen Erickson 


• 10-18-lt 


Robin Hood 


Character 


In Special Bags of Robin Hood flour- 


Now at Your Oroc«r*«f 


On. tea 5-lb. fto* 
Two fn • 10-16. Bo* 
Four in a 25-lb. Bog' 


Six hi <* 50-Ib. Bmc'r 


Look for Robin Hood 


Homemakeri' Club mtampt in 
eooy bag of Robin Hood Flour. 
Sour up to BOH on famous name 


brand merchandise. 


You can bake deticiou cookie;) 


In Shapes Qf-Robta Hood . Mild Marian 
Crosader • Frtv Tack * Uttto John • «!»•' 
A-Dai* • Caste Tmr • Robta Hoofs Hat 
Get a set of these colorful 
cookie cutters and make deli-! 
tious Robin Hood cookies for ttta' 
youngsters. Every one cut out' 
into an authentic Robin Hood 
storybook design. You get 
thsse cookie cutters, together 
with three different cookie> 
recipes (Sugar, Ginger and I 
Chocolate) in special bags of. 
Robin Hood Flour now at your; 
grocer. In no time at all you! 
will have a complete set. 


And remember—with Robin1 


Hood you get best results with', 
one flour for all your baking.' 
Discover for yourself how' 
deliriously better it makes all 
your cookies, bread, pies and 
pastries. Buy Robin Hood 
from your grocer today and 
start your set of Robin Hood 
character cookie cutters. 


Robin HoodJHoiir 


75fe One ffar JbrAg tt 


Buy the Best— 


Buy Colemcm Gas or Oil 


Floor Furnace 


Wall Heaters. Forced Air Furnaces 


from 


SERVICE HARDWARE CO. 


42*7 414 Penna. Av«.. W. 
Warren, P«. 


ANDERSON 


SUPER 


MARKET 


1117 P«WM. Av*., E. 
Plenty Free Parking 


BAKER'S DOZEN 


CHUCK 
ROAST 


CHICKENS 


CORN KING BACON 
Ib. 


GROUND BEEF 


*39c 


PORK CHOPS 


39 


BAR-B-O CHICKEN 


*89c 


RIB STEAKS 


SUGAR . . . SB*. 45° 
STAR-KIST CHUNK TUNA FISH 2 " 53c 
COFFEE, VIKING 
•"•• 
79c 


DOLE SLICED PINEAPPLE 
RICELAND RICE 
'-'— 


29c 
14c 


FROZEN FOODS 


Shurfine Orange Juice 2/35$ 


Birds Eye Peas 
io- 
2/35c 


Birds Eye Squash " °* 2/37c 


Birds Eye Corn Gut >°" 2/35c 


Birds Eye Lima Beans <°" 2/53c 


Birds Eye Wax Beans ">-«• 2/45c 


Birds Eye Cauliflower io- 27c 


Birds Eye Chicken Pie «~ 2 53c 


Birds Eye Turkey Pie' ' 2/53c 


Birds Eye Beef Pie «~ 2/53c 


Dairy Foods 


COTTAGE CHEESE »18i 


. 2*59c 


ALLSWEET 
MARGARINE 


PILLSBURY 
BISQUITS 


GORTON'S 
CODFISH 


BISON BRAND 
SALADS 


»57c 


39c 


CLOVERBLOOM BUTTER 


67° 


Fresh As AH 


Outdoors 


T/SHEiy BARGAINS 
T 


2-lb. box 


l-lb. box 


Trick or Treat Hallowe'en Candy 


Sunsweet Large Prunes 
Pillsbury Pancake Flour 


Heinz Chicken Noodle Soup 
• • 


Heinz Vegetarian Vegetable Soup • 


Spry Shortening 


Shurfine Canned Milk 
*n 
3 


Mueller's Elbo Macaroni - - - . 


Beech-Nut Strained Baby Food - 


Beech-Nut Junior Baby Food - • 
FREE PARKING 


•oa. 31 c 


55c 


20c 


2/33c 


2 25c 


BREAD 


Io.».» 


cant 53C' 
"k2le 
• 
lOe 


• I5e 


BETTER BITE 


DOG FOOD 
2 — 29c 


KEEBLER 
CLUB 


CRACKERS 


35c 


SALE 


SHURFINE CANNED GOODS 


13 Cans for the Price of 12 


Order 
Here 
Size 
Sale Price 


[ ] Shurf me Whole Peeled Apricots 
[ ] Shurf ine Fruit Cocktail 


C ] Shurfine Fruit Cocktail 


C ] Shurfine Fruit Cocktail 
[ ] Shurfine Yellow Cling Peaches, sliced 
[ 1 Shurfine Yellow Cling Peaches, sliced 


1. ] Shurfine Yellow Cling Peaches, halves 


! ] Shurfine Yellow Cling Peaches, halves 


L" ] Shurfine Tater Tom Peaches, sliced. . 
[ ] Shurfine Tater Tom Peaches, sliced. . 


C ] Shurfine Tater Tom Peaches, halves. . 


303 can 


8-oz. can 


303 can 


2V4 can 


303 can 
r/i can 


303 can 


2Va can 


303 can 


2 
1/2 can 


303 can 


13 cans $3.00 


13 cans SI .§4 
ncans S3. 12 
ncans $4.92 
13cans$2J0 


13 cans $4.20 
13 cans $2.70 
13 cans $4.20 


13 cans $3 .24 
13 cans $5.1 6 
13 cans $3.24 


t ] Shurfine Tater Tom Peaches, halves. . 
[ ] Shurfine Bartlett Pears 
[ ] Shurfine Bartlett Pears 


L" ] Shurfine Bartlett Pears ............ 


L ] Shurfine French Style Green Beans . . 


1 ] Shurfine Cut Green Beans 


2'/2 can 


8-oz. can 


303 can 


2 
!/2 can 


303 can 


303 can 


13 cans $5.1 6 
13 cans $2.10 
13 cans $3.60 
13 cans $5.88 


13 cans $2J2 


13 cans $2.10 
C ] Shurfine Cut Green Beans 


L" ] Shurfine Cut Wax Beans 
[ ] Shurfine Pears & Carrots 


C ] Shurfine Crushed Corn 


C ] Shurf m Whole Kernel Corn 


C ] Shurfine Peas Colossel 
[ 1 Shurfine Peas, No. 5 sieve 
[ ] Shurfine Pease, No. 3 sieve 


C ] Shurfine Peas, No. 1 sieve 
[ ] Shurfine Spinach 
[ ] Shurffne Spinach 
[ ] Shurfins Tomatoes 


L ] Shurfine Tomatoes 


303 can 


303 can 


303 can 


303 can 


303 can 


303 can 


303 can 


303 can 


303 can 


303 can 


2 
1/2 can 


2 
1/2 can 


303 can 


13 cans $2.10 
13 cans $222 


13 cans $2.40 
13 cans Sl.fi 
13 cans$1.?i 
13 cans $2.34 
13 cans $2.22 
13 cans $2, 52 


13 cans $3.36 
1 3 cans $1 086 


13cansS2J6 
13 cans $3.% 
13 cans $2, 52 


APPLES 


Macintosh 3 35 


C 


3 25c 


15c 


c.». 


PINK GRAPEFRUIT 
PASCAL CELERY 
CARROTS 
p.Und 


IDAHO POTATOES 
POTATOES 
COOKING ONIONS 
. 3 - 


ORANGES, Juicy Florida '-• •- * 49° 


"**• 


'**• 


69e 
49c 


FREE PARKING 
FREE PARKING 


